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FOR BETTER 


THERE ARE seve ral reas n s why you can make more nj 
installing forced cirg wt i vit ‘Th , hrus | Flow Control System. It is #at 
to sell because youle an ei 


an ordinary gravity rites The saving in labor and materials cor 

ly offsets the cost of the added controls. You give your customer a 
far better job and he fells his friends about it—that's how your busi- 
"ness and your profits grow. Every Thrush job sells another one for 
you. Investigate now. Ask your wholesaler today or mail the coupon. 


H.A. THRUSH & CO. BOX NO. 459 PERU, INDIANA 


Please send us more information about forced circulating Thrush Flow Control 
System and your other hot water heating specialties. 
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Vogel No. 1. More than 600,000 in use 
in all parts of the country. Cannot 
freeze, no matter how cold the weather. 














Vogel No. 2 


Proof Closet. 
ed outfit. 


ble, low - pri 
Suppliedwith 


rim hopper and rein- 
forced hardwood seat. 
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DOMESTIC ENGINEERING 


ne VOGEL line of Frost-Proof Closets includes a 


type to meet any and every installation condition in 
every price range. Simplicity of design insures 
dependable, trouble-free operation, even in the cold- 


est, sub-freezing weather. 


Also, YVYQGEL Frost-Proof Hydrants for every unpro- 


tected outdoor water system, insure a non-freezing 


supply of water through every month of the year. 


VOGEL. 


satisfaction to 


For Frost-Proof products remember the name, 
It is backed by a 30-year 


customer and plumber alike. 


record of 


Sold only through wholesalers of plumbing supplies. 


JOSEPH A. VOGEL COMPANY, Wilmington, Del. 








Froast- 
A dura- 





enameled 


Fe 


pelle icaictenntnatinesustnesenteileauemensuses 




















Vogel No. 4—Frost-Proof. China bowl, Vogel Froat-Proof Hydrant ecg 


top supply. Same valveas the Vogel No.1. side inatallation and for wu rT) 
As good -looking as a bathroom closet farms, in service stations and inun 
heated garages. Can never freeze 
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Offer your customers this modern STASCO SANISEAL seat made with a 
one-piece, seamless core, moulded under hydraulic pressure of 30,000 
pounds to the square inch. Even the Pyroxylin finish is seamless. There 


is NO chance for germs to lodge or for 
moisture to find its way inside the seat. 
Sell STASCO SANISEAL seats because 
they are better—inside and outside. 
STASCO SANISEAL seats are guaranteed 


not to chip, crack, craze or peel. 


One-Piece ...Seamless... 
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dowelled pieces of wood that warp, split and come apart? 


sELL STASCO SANISEAL SEATS 


Moulded in Hydraulic Presses jf) 


| 
WHY try to sell old-fashioned seats made of glued and [i 
: 
| 
| 
| 






A new, pocket-size, 8- 
page booklet, pictures 
and describes the best 
sellers in the STASCO 
line of moulded toilet 
seats. Write forit. Free. 
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Moulded under hydraulic pres- 

sure, this one-piece core is | 
moisture-proofand warp-proof. V 
Its seamless Pyroxylin covering 

is double thick at all edges. 
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TO PROVE IT 
Take our oilite bearing and put your 
thumb on the shaft opening at the bot 
tom. Now fill it with oil. Next press 
your finger down on oil at top and 
beads of it will come on the outside 
of the bearing. In reverse action, that’s 
exactly what takes place in keeping the 
shaft constantly lubricated. 


2% 


Through its pores the 


Inside In pormation 
on the NEW Improved Taco Circulator 


/ SO keep all bearing parts of a long vertical shaft 
thoroughly lubricated is a problem that has caused 
not only many a headache, but many a mechanism 

to fail. 

Another thing, the impellor type of circulator of good 
design should have a bearing long enough to make cer- 
tain that the impellor 1s maintained in perfect alignment 
within its clearances. Lowered efficiency, accom- 
panied by increased friction, wear and noise, will result 
if bearing is designed too short to hold mpellor shaft in 
absolute true alignment and dynamic balance. 

The Taco impellor shaft bearing design is the answer 
It's extra long, being a full 23 


cl se 


to these two problems. 





TACO HEATERS, INC. is| 
342 MADISON AVENUE 


NEW YORK, N. Y. 






} 
} 
' 


_— 





inches. But that isn't all. It’s made of special porous 
bearing bronze, through which the oil from the soaked 
wool waste in the reservoir, which surrounds it, 1s con- 
stantly drawn through the bearing pores. Every part of 
the shaft is constantly kept uniformly lubricated. 


All re-oiling lubricated points in the ‘Taco circulator 
are located at points easy to get at. So perfectly made, 
and so efficiently lubricated are all parts, that it scarcely 
makes more sound than a watch when running. Still, it 
is staunch and sturdy and does the work of a power pump. 


Send for catalog. Get all the facts about the New 
Improved Taco Circulator. 
STEM 
gott SY 








TACO-AP 








In Canada: Taco Heaters of Canada, Ltd. 
24 Adelaide Street W., Toronto, Canada 
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tough winter 


but not for owners of 


4) FITZGIBBONS 
E@ STEEL BOILERS 


ASME CONSTRUCTED SHBI RATED HARTFORD INSPECTED 











Thousands of home owners learned last winter that Fitzgibbons 
Steel Boilers kept fuel bills from going up when temperatures 
went down. Right now those wise home owners are “crowing” 
about low fuel costs, to the many new prospects for automatic 
heat who are determined never to endure another winter like 
the last. 

There’s your set-up, Mr. Automatic Heat Dealer. Cash in on 
Fitzgibbons fifty-four year reputation for making a heating dollar 


go farther — on the joys of year-round tankless automatic do- 
mestic hot water — on Fitzgibbons easy-quick installation and 
ROM simple servicing — and on the Fitzgibbons F.H.A. Summer Plan 
PIC AL LETTE Ww NER which enables purchase and installation now, with no payment | 
T 2G\BBONS oO 2 till October, and three years to pay. | 7 
Fl mer {# cost reat no Get set for new business with the full story—write for the 
fo yee the cost 4a the details of Summer Plan and Fitzgibbons Catalog DE. 
wep ater SUP y radta- P P | 
bor poiler, five dd uel Fitzgibbons Boiler Company, Inc. : 
rors and bot oa per season 101 PARK AVENUE, NEW YORK, NEW YORK , 
e Str ieee nea a 
only costs » Branches and Representatives in Principal Cities 
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Step In Line for 
GREATER PROFITS 
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Something of importance is going on right now that every 
water system dealer should investigate immediately. It's the 
new Myers Program "Step in Line for Greater Profits with 
: = Myers”, already adopted by hundreds of dealers, that is creat- 

| ter ourHat—3 ing new sellin wer by turning prospects into profits for 

Although it works like magic, there is no magic in the Myers 
Program. Simply the application of modern selling methods 
tested and proved by successful Myers dealers which respond 
quickly and pay rich rewards when used by any aggressive 
water system dealer. 


Don't be satisfied any longer with your present water sys- 
tem sales activities. Get complete information from Myers or 
your Myers Distributor about this new Program and how it 
will work for you when applied to your own market. Any Myers 
salesman—any Myers Distributor salesman will gladly tell you 
about it. Ask us to have one of these men see you immediately. 


THEF.E.MYERS & BRO. co. 


ASHLAND, OHIO. 


PUMPS — WATER SYSTEMS — SPRAYERS -HAY TOOLS - DOOR HANGERS 















you sll mort paype 


@ Republic is the world’s largest maker of steels and steel products for the 





building industry. Steel and Tubes Division makes boiler tubes aud electrical 
conduit. Berger Manufacturing Division makes metal lath, metal ceilings, lockers, 
a full line of sink and kitchen cabinets, roofings, flashings, gutters, downspouts 
and a host of other items. Truscon Steel Company, a Republic subsidiary, makes 
seel windows and doors, steel joists, concrete reinforcing bars and mesh, and 
dozens of other products. And Republic makes sheets, plates, pipe, nails and a 
wide variety of shapes in carbon and alloy steels, stainless steel and Toncan* Iron. 

All this has a bearing on the pipe you sell—on your prosperity — 
in this way. 

When you handle Republic Steel Pipe you get information on new building 
projects earlier than you otherwise would. 

Several hundred Republic salesmen are constantly combing this country 
for business. They hear of projected buildings while they are in the formative 
sages. They pass this information along to a clearing house at headquarters. 
The salesman who keeps track of your pipe needs passes the latest building 
news On to you, — will even go with you to help you sell the owner, architect 
and engineer. That’s a real selling help in addition to the advertising that 
carries the story of Republic quality to your prospects month after month. 

This activity is beneficial to the pipe jobber who stocks Republic pipe and 
to the plumbing and heating contractor. And it is a never-ending activity that 
helps to move pipe from Republic’s huge mills day after day —to your profit. 

May we send you information on the full line of pipe made by Republic — 
steel, copper-bearing steel and rust-resisting Toncan Iron pipe? Write Republic 
Steel Corporation, General Offices, Cleveland, Ohio. 


*Reg. vu. s. Pat. of. 




























































How Republic's activity in the Building Industry 
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Ackley, Iowa 
Ada, Okla. 
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Alice, Texas 
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Allen, Kentucky 
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Baltimore, Md. 
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Canton, Ohio 
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Casper Wyoming 
Cedar Rapids, lowa 
Centralia, ll. 
Charleston, W. Va. 
Charlotte, N. C. 
Chase, Kansas 
Chattanooga, Tena. 
Chicago, I 

Cincinnati, Ohio 
Cleveland, Ohio 
Clinton. S. 

Coles Levee, "Calif. 
Columbia, 8S. C. 
Columbiana 
Columbus, Ohio 
Corpus Christi, Tezas 
Covington, Ky. 
Cumberland, Md. 
Cut Bank, Montana 

















Dallas, Texas 
Danville, Pa. 
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1 Dorado, Ark. 
lectra, Texas 
lizabeth, N. J. 
lienboro, W. Va. 
linwood, Kansas 
mire, N. Y. 
Paso, Texas 
Enter eae, Kansas 
Erie, Pa. 
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Evansville Ind. 
Everett, Wash 
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Fayetteville, N. C. 
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rt. Lauderdale, Fla. 
rt. Smith, Ark. 
rt. Wayne, Ind. 
it. Worth, Texas 
Fredericksburg, Va. 
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Freeport, La. 
freer, Texas 
yresno, Calif. 
Gadsden, Ala. 
Galveston Texas 
jladwin, Michigan 
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ch. Huntington, W. Va. 


Glendale, N. Y. 
Globe, Ariz. 
Grand Rapids, M 
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Green Island 5° 
Greensboro, NC 
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H uatingten Beach, 
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Hutchinson, Kansas 


ch. Indianapolis, Ind. 


Irvington, 
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efferson, Texas 
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Kane, Pa. 
Kansas City, Mo. 
Kermit, Texas 
Kilgore, Texas 
enemas. Ariz. 
ingston, N. Y. 
Knoxville, Tena. 


Lafayette, Ind. 
Lake Charles, La. 
Lancaster, Pa. 

Las Vegas, Nev. 
Lattimer Mines, Pa. 
Lawrence, Mass. 
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Lima, Ohio 
Lincoln, Neb. 
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uncie, Ind. 
Nashville, Tenn. 
New Albany, eae 
Newark, N. 
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New Orleans, La. 
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Necona, Texas 
Norfolk, Va. 
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REPUBLIC STEEL PIPE 


BLACK AND GALVANIZED 


Mich. 


New York City, N. Y. 


REPUBLIC STEEL PIPE 


is stocked for your convenience in these cities... 













W. Va. 
, 4 


Pa. 
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La. 
Va. 
Mass. 


Kansas 


Salem, Il. 

Salisbury, M 

Salt Lake cin Utah 
San Antonio, Home 


San Jose, Cali 


Saulte Ste. Marie, 
ich. 
Zevenaal Ga. 
payveee. n. 7. 
enectady, N. Y. 


Scottabiet Neb. 
Scranton Pa. 
Seattle, Wash. 
Seminole Okla. 
Sharon, Pa. 
Shreveport, La. 
Sinton, Tex 
Somer set, Pa. 
South Bend, Ind. 
Spring field, ‘Mass. 
Spring field —— 
Spokane, Wa 
St. Elmo, Ill. 

St. Louis, Mo. 
St. Paul Minn. 
‘State College, Pa. 
Sumter, 
Syracuse, N. Y. 


Talahassee, Fla. 
alco, Texas 
Tampa, Fla 
Terre Haute, Ind. 
Tiffin, Ohio 
Toledo, Ohio 
Torrance, Calif. 
Treece, Kansas 
Trenton, N. J. 
Troy, N. Y. 
Tucson, Ariz. 
Tulsa, Okla. 
Turnertown, Texas 
Tuscaloosa, ‘Ala. 
Tyler, Texas 


Union City, N. J. 


Valley Forge, Pa. 
Ventura, Calif. 

Victoria, Texas 
Vineland, N. J. 
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Washington, im ¢. 
Waterbury, Conn. 
Waterloo, lowa 
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White Plains, N. Y. 
Wichita, Kansas 
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Wilkes-Barre, Pa. 
ae mapert, Pa. 
Wilmington, Calif. 
Wilmington, Del. 
Worcester, Mass. 


Yakima, 
Yor k . Pa ‘ 
Youngstown, Ohio 


Wents, 


Texas 


Wash. 


Zanesville, Ohio 
Honolulu, T. H. 
Mexico City, D. F. 
Toronto, Ont., 


Can. 








BERGER MANUFACTURING DIVISION 
NILES STEEL PRODUCTS DIVISION 
TUBES DIVISION 


STEEL AND 
UNION DRAWN STEEL DIVISION 
TRUSCON STEEL COMPANY 
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SLOAN 


LO-FLO 


A Flush Valve Water Closet 
for Small Piping 


@ Sloan engineers, with 33 years of flush valve experience and 
intimate knowledge of every make of closet bowl, have pro- 
duced a flush valve closet combination that brings to residential 
installations with small piping the advantages now enjoyed by 
buildings with large supplies. Here’s what to expect from 
LO-FLO— 


HALF THE RATE OF FLOW ORDINARILY REQUIRED! 
The LO-FLO Closet Combination will give a positive, cleansing 
flush at a rate of flow of 12 gallons per minute. This rate is easily 
attainable in most residences and thus, for the first time, the 
advantages of a S/oan flush valve installation are available to 
home owners. 


ABSOLUTE QUIETNESS! You'll have to revise your 
ideas of quiet action when you /ry to hear the LO-FLO. 
No turbulence, no hissing refill—just a quiet murmur 
that is almost inaudible nearby and which cannot 
penetrate a closed door. Nor are piping noises tele- 
graphed, even at pressures as high as 100 pounds. 


AUTOMATIC ADJUSTMENT! Fluctuations in pres- 
sure, So Common in small piping installations where 
the demands of one fixture rob the supply to another, 
do not affect the action of the LO-FLO. An automatic 
throttling valve adjusts itself zzstantly to pressure vari- 
ations up to 100 lbs. so that the valve constantly ad- 
justs itself to the exact requirements of the bowl. 


AMAZINGLY CONVENIENT OPERATION! The 
unsightly handle is done away with. In its place is a 
molded rubber bumper, operated by a slight pressure 
from the seat cover, a device so simple and obvious 
that perfect sanitation and freedom from carelessness 

is assured. 
The entire combination is protected by a vacuum 
breaker approved by the National Plumbing Labora- 
ea tory and local authorities everywhere. Write for com- 

7 vi plete information today. 


The streamlined housing which covers the flush valve is Remember that for regular flush valve installations Sloan Quiet- 
easily removed for inspection. The entire combination is Flush Valves provide genuine Sloan quality with the quietest oper- 
compact and space-saving, roughing-in normally at 10” ation available today. You have to LISTEN to hear a Quiet-Flush 
with ample tolerances for both water and waste connections. Vale in operation! 


THIS SIMPLE DEVICE CAN PREVENT AN EPIDEMIC! 


The Sloan V-100-B Vacuum Breaker fills a vital need and inexpensive method of obtaining positive safety 

for a back-syphonage preventive on fixtures with from water pollution. 

small supplies and a low rate of flow, such as are Use the V-100-B with the certainty of complete 

commonly found in hospitals, hotels, restaurants, protection, for no fixture to which this modern safe- 

beauty parlors, etc. mae is applied correctly can back-syphon, regard- 
Subjected to tests more severe than will ever be en- $8 _o gree of vacuum, or the suddenness ‘with 

countered in service, the V-100-B provides a simple which it develops. 
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STREAMLINE copper pipe may be advantageously 

used for all waste and vent piping systems. 

STREAMLINE stondord plumbing fittings Moy be 

used for all vent piping os well os for some 

applications of waste piping. STREAMLINE 

DRAINAGE FITTINGS ARE DESIGNED FOR USE 
IN WASTE PIPING wORK. 


woth 
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ements of the great majority of 


comply with the requir 
th, uninterrupted 


ting permitting $moo 


@ STREAMLINE Drainage Fittings 
plumbing codes. They are o completely recessed fit 
conducting area of the same bore os the pipe. 
There are no burrs to remove and no protrud 
pipe and STREAMLINE Drainage Fittings, consequ 
lint, grease, efc. 


Since no room is required for wr 
threaded fittings into place, the STREAMLINE Drainage 


any space large enough to accommodate the fitting 

quired in the line and soldered. 

There are no hubs on STREAMLINE Fittings and the piping can be concealed between 
and plaster. STREAMLINE 


studs and joists and still leave ample room for flooring, lath 
Fittings have a considerably smaller outside diameter than threaded fittings, therefore, 


less cutting of joists and less framing fo strengthen weakened members. 


Properly made joints with STREAMLINE Fittings and Copper Pipe are perfectly bonded and 
absolutetly tight—trouble-free service to the householder or building owner and no come- 


backs for you. 


ing pipe ends in an installation of copper 
ently no accumulation of fibrous material, 


ench hold or wrench swing such os Is needed to screw 
Fitting may be easily connected in 


‘tself. It is placed exactly where re- 
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Created tor two compartment fix- 


tures to seal one compartment against 
the other, a necessity if one compart- 


ment is used for light laundry. The 


Notice the Sanitary 
Wall in the “DUO” 


extending below the 
wetter tine; thes-eee- Wastes enable the contractor to save 


venting the passing of 
air from one inlet (1) 
to the other (2) - the 
“DUO” is Sanitary. storage space. 


construction features of “DUO” 


on installation cost - with increased 


Many styles available for end and center 


installations. TE for Descriptive . 
Folder featuring entire "DUO" Line. “DUO” Wastes may be specified 
for all makes of two compartment fixtures. 


“DUO” WASTES eatentes 


MADE BY 
oF ’ 


TUBULAR BRASS HEATING 
PLUMBING GOODS SPECIALTIES 





ORDER from Your Wholesaler 























THE M.S. LITTLE MFG. CO HARTFORD, CONN o>, A 
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GET THAT SPRING 
TER HEATER 
INESS ... NOW: 





Here's the sure, easy way to put an 
upswing into your summer business! 
If you haven't explained the benefits 
of B & G Indirect Water Heaters to 
home and apartment owners in your 
territory, do itnow! Otherwise, you're 
cutting yourself out of some quick and 
profitable sales. 

B & G Indirect Water Heaters offer 
economy and convenience that look 
mighty good to bill-weary owners. 
Present these facts to em... more 
hot water than they can use—a/ways 
on tap, Summer and Winter — more 
cheaply than seems possible! And don't 
forget that any hot water or steam 
boiler can be equipped with a B&G 
Heater. It’s good for the boiler, too— 
gives it a work-out every day—pre- 
vents costly summer deterioration. 

Send for B & G Catalog, including 
Quick Sizing Table for W ater Heaters. 
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BELL & GOSSETT CO. 


Canadian Licensee: S. A. Armstrong, Ltd. 
720 Bathurst St., Toronto, Canada 


BOOSTERS... MONOFLO SYSTEMS... FLO-CONTROL VALVES... 
RELIEF AND REDUCING VALVES... SERVICE WATER HEATING 
SEE YOUR REGULAR WHOLESALER SYSTEMS... ELECTRICAL CONTROLS 


““—“"“ “s* «<= = =o & «& 
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F, more than 30 years, Herman Nelson Products Ventilating and Air Conditioning Equipment. 


have been subjected to the most exacting test which can There are many reasons for this widespread owner 
be made—actual service in thousands of installations. satisfaction. However, most important is undoubtedly 
[t is significant that so many Herman Nelson Prod- _a policy established when The Herman Nelson Cor 


ucts, installed shortly after the turn of the century, poration was organized—never to lose sight of the 
are still providing dependable, economical service in _ old-fashioned ideals of quality. This policy continues 
buildings of all types. This same satisfaction is re- | tomake possible the added dependability, convenience 


ported by users of the latest Herman Nelson Heating, and comfort provided by Herman Nelson Products 


e THE HERMAN NELSON CORPORATION 


Manufacturers of Quality Heating, Ventilating and Air Conditioning Products 


General Offices and Factories at Moline, Illinois. Sales and Service Offices in the Following Cities 


Portland, Me. « Boston, Mass. « Westfield, Mass. « New York City « Watervliet, N. Y. « Buffalo, N. Y. « Syracuse, N. Y. ¢ Washington, D. ¢ 

Richmond, Va. « Roanoke, Va. « Charlotte, N. C. « Nashville, Tenn. « Memphis, Tenn. « Indianapolis, Ind. ¢ Chicago, Ill. ¢ Peoria, Il! 
Philadelphia, Pa. « Harrisburg, Pa. « Scranton, Pa. « Pittsburgh, Pa. « Johnstown, Pa. « Milwaukee, Wis. « Des Moines, lowa + St. Louis, Mo 
Kansas City, Mo. « Emporia, Kans. « Minneapolis, Minn. « Omaha, Neb. ¢ Oklahoma City, Okla. « Detroit, Mich. « Grand Rapids, Mich 
Cleveland, Ohio « Cincinnati, Ohio « Toledo, Ohio « Dallas, Texas » Missoula, Mont. « Denver, Colo. « Salt Lake City, Utah + Spokane, Wash. 


San Francisco, Cal. « Los Angeles, Cal. 
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Aperes The man who can 
Tel you abot 


PIPE! 



















@ He’s the workman on the job. He’s the man who cuts, threads, 


bends and couples up pipe. He can tell you in a hurry whether 
the pipe he is using is uniform and easy to work. He can tell 
you whether or not he likes to use it. 


, , it 7 — ; 
And if he likes to use it, you may be sure that the job is You can obtain Fretz-Moon Pipe 


moving along toward a profit for you. made of steel or copper-bearing steel 

; ; ne : —black or galvanized finish—in uni- 

Let him try Fretz-Moon Pipe on your next piping job. Ask form 20-foot or extra long lengths. 
him how it worked. Examine the pipe yourself and note its : a 7 a 7 






clean inside surface. Then you'll know the difference that this 
original continuous weld pipe can make. If your jobber doesn’t 


stock it, write—Fretz-Moon Tube Co., Inc., Butler, Pa. 
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AUTOMATIC 


| the inception of the thermostat in 1885, countless numbers of these precision instruments 
and endless hours of testing and research have combined to produce the striking, modern, new 
1940 Chronotherm. Today as in 1885, and through these generations, dependability, accuracy and 
service to the heating industry, are the guiding principles of Minneapolis-Honeywell. The new 
1940 Chronotherm sets a new high in performance and appearance—a new low in price. The ex- 
perience of 55 years has proved that standardizing on Minneapolis-Honeywell controls is sound 
sales insurance for both the manufacturer and dealer of heating and air conditioning equipment. 


MINNEAPOLIS-HONEYWELL 


Minneapolis-Honeywell Regulator Company, 2801 Fourth Ave. S., Minneapolis, Minn. Canadian Plant 
Toronto, Ontario. European Plant: London, England. Company owned branches in 49 other cities 
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ON’T GIVE your customers a chance to 
LD complain about something you sold 
them. If you do, there’s little likelihood 
they'll be back for other items you handle. So, 
when selling a range boiler or water heater 
eliminate that possibility by selling Everdur. 
Because it is absolutely rustproof, your cus- 
tomers will never ‘‘see red.” There'll be no 
repair or replacement expenses due to rust 

your customers will be happy. 
With tew exceptions, leading manufacturers 


EK NGINEERING 


TANK METAL 


THE AMERICAN BRASS COMPANY, General Offices: WATERBURY, CONNECTICUT [ “EVERDUR" is a trademark of The 


ANACONDA AMERICAN BRASS LTD., New Toronto, Ont. ¢ Swhsidiary of Anaconda Copper Mining Ceo. 





' of automatic water heaters have standardized 


on Everdur for non-rust models. From such 
a wide selection, you can meet the special 
demands of any one customer. 
“ae 

Remember “EVERDUR METAL”! Rustless 
as copper and exceptionally strong, it is the 
most widely used non-rust tank 
material. 1064, 


Visit the Copper & Brass Industry Exhibit in the 
Hall of Industry, New York World's Fair — 1940. 


cN.Y.W.F 





American Brass Company, registered 
in the United States Patent Office 
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SLM them GODS 
Gig WATER SYSTEMS 





Psi 


OUR customers will be impressed by the sturdy construc 

tion, quiet operation, large capacity, and low operating 
cost of these pumps. They are self-starting, self-stopping, 
self-oiling and require a minimum of attention. 

Goulds CID Water Systems are compact, reasonably priced 
and can be operated for a few cents a day. 

Two types, deep well and shallow well, in a wide range 
of capacities, allow customers to choose the Goulds CID 
Water System best suited to their needs. 

Liberal dealer and jobber discounts assure you substantial 
profit. Remember—Goulds CID Sales mean plumbing and 
accessory sales on every installation, 

If your regular jobber ‘annot give information on the 
complete Goulds line, write us—today. 


GOULDS PUMPS, INc. 


200 FALL STREET, SENECA FALLS, N. Y. 
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The 
No. 502 


“PIPE MASTER” 








RETURN THIS COUPON 
TODAY! d 





Yes, I am interested in your NEW 
“Pipe Master’ Send me List No. 24 
and your really low delivered price. 








3 





STATE 
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Ripka entender ate abe exnand tee rea 


““T you can handle all sizes up to 6” 
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Your industry asked for it and here it is— 
a brand new portable pipe machine with every- 
thing that you, yourself would build into it. 


The “Pipe Master” is a complete machine, 
threading, cutting-off and reaming all sizes of 
pipe from 4%" to 2” inclusive. 


And with a universal shaft and geared die-stock 


You can do it faster with a “Pipe Master.” 








THE OSTER MANUFACTURING CO. 


2045 EAST 6lst STREET 
Pun Vv & be, OB Te 
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35 MINUTES! 
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ARRIVING TIME; 





1 HOUR: 








1. “AT 11:50 A.M. recently we received an order 
for 10 plates and one angle to be cut. Customer 
specified material must be in Jersey City at 1:30 
P.M. the same day.” 





2. “THE MATERIAL was trucked from our New- 
ark Warehouse to Jersey City—10 miles distant 
—arriving at 1:25; one hour and 35 minutes after 
the order was placed.” 


HOUSANDS of customers have dis- 

covered that when an emergency arises 
Scully is always ready to meet it with service 
to match the occasion. And our customers have 
also found out that regular orders receive the 
same prompt, courteous attention. Each of our 
8 warehouses operates on the principle that our 


The Mark of Quality (h 


The Mark of Seruice 














customers always want immediate delivery— 
we hurry whether you ask us or not. 

The next time you order steel of steel prod- 
ucts, why not call Scully and discover why 
“Scully Service” is famous the country over? 
And ask for a free copy of our handy 1940 
Stock List and Reference Book. 





wy 
5 








Warehouses at CHICAGO NEWARK, N. J. 





SCULLY STEEL PRODUCTS COMPANY 


Distributors of Steel, Steel Products, Copper and Brass 
ST. LOUIS 
ST. PAUL-MINNEAPOLIS ‘ CLEVELAND : PITTSBURGH 


BOSTON 
‘ BALTIMORE 
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, know what an important part 











effective display takes in any business. 
You know how much easier it is to sell when you actually 


have the equipment to show. 


Background for lavatory—one 
of several colorful, attractive Now Crane makes this possible for you—on a basis so liberal 





styles on heavy cardboard. 


that you can’t afford not to take advantage of it. 
Here are shown handsome, attractive backgrounds that are 
yours to use without charge. They are colorful, distinctive | 


and designed to act as silent salesmen for you. 





Be sure to ask your Crane salesman about this new display 


offer or write your Crane Branch. The sooner you take action— 





the sooner the displays will start working for you. 
Background for sink—one of 


fee S CRANE 


sonife for permanent display. | ©°“N= CO.. GENERAL OFFICES: 836 S. MICHIGAN AVE.. CHICAGO 
VALVES «+ FITTINGS + PIPE *= PLUMBING * HEATING + PUMPS o 





NATION-WIDE SERVICE THROUGH BRANCHES, WHOLESALERS, PLUMBING AND HEATING CONTRACTORS 


~~ eo ee om oe 








(at left) Deming Water Sys- 
tem Demonstrators clinch 
sales INSIDE the store. 





st 


DEMING 


WATER SYSTEMS 


Pee Oe care 




















i Leite, Eos ; * i ae ) bs 
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| OF RUNNING WATER 1, % oe P 
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DEMING 
WATER SYSTENIS 


The views above show how one concern is boosting sales of aes 
Deming Pumps and Water Systems. Prospects coming to the ® ea ee: 
store are shown the outstanding features of the Deming line 
by DEMONSTRATION. A truck-full of Deming Pumps and Water 
Systems covers the territory for dealers for prospects who 
can't be reached otherwise. * Your PLAN OF ACTION may be 
different but if it’s PLANNED RIGHT you're on the road to PROFITS! 





— ~ a se ~ 








(above) The truck that leads 
the way to modern water 
system salesmanship. 





,.. and here 









UOTE Deming does lo back you up! 





DEMING DEMONSTRATORS _ GENERAL CATALOG , DISPLAY ADVERTISING 
Six different popular models The biggest catalog Deming Seis Attractive, colorful displays 
available in complete Deming everpublished.Brandnew! All ‘%¥ oe for use as wall posters, counter 
Demonstration outfits. Three the latest Deming Pumps and € 1 oes or window displays are 
shallow well models, two deep Water Systems are included. Yen * available to all live-wire 
well models and the Deming Jet 192 pages of illustrations : 34, Deming Dealers at no cost. 
Pumpmodel. Moderately priced. and information for dealers! ‘= Send for yours! 


CONSUMER BOOKLET NEWSPAPER ADVERTISING 





CONSUMER ADVERTISING | 





More than six million Deming | 


advertisements will reach pros- 
pects for Deming Pumps and 
Water Systems before June 1, 
1940. This advertising reaches 
every state in the union. 


FIELD COOPERATION 


Deming sales- representatives 
work in close touch with 
Deming Distributors thereby 
assuring prompt “factory co- 
operation” when circum- 
stances demand it. 





Buy Through Your Deming Distributor 


a 
a 


Acclaimed as the most practi- 
cal help for influencing water 
system prospects to buy from 
eee mins Dealers. A NEw 48- 
page selling tool... NOT a cata- 
a Pr No cost to Deming Dealers. 


A selection of complete adver- 
tisements featuring the most 
popular types of Deming 
Water Systems. Complete 


<=\% mats or electros free to 
ws Deming Dealers. 


The Deming line of 1940 is the biggest and best in the 60 
years of Deming history. New pumps, new features, new 
improvements throughout! When you sell Deming, you sell 
TOP VALUES! Write for complete data. 


THE DEMING COMPANY © SALEM, OHIO 
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No hot water system is satisfactory 
until it has been BALANCED. Radiators which overheat must 
be choked to divert the flow to cold radiators, so that all 
rooms may be heated uniformly. This is particularly true with jobs using circulators 
because then—more than ever —proper distribution of flow is needed. 


No. 133 Balancing 
Ell Threaded 


You cannot tell how much balancing is needed until the installation is completed 
and put in operation. There are two ways to BALANCE hot water systems. You can 
balance with orifice discs, but that takes time and is therefore expensive. Insert- 
ing a disc on each radiator requires draining the system and breaking the joint. 
You have to guess what size of orifice to use and it may take two or three 
guesses before you get the right one. The cheapest and best way to BALANCE is to 
install “Genuine Detroit’ Balancing Elbows or Straightway Fittings (screwed or 
sweat connection) on each return instead of ordinary Union Ells. Then, all it takes— 
WHILE THE SYSTEM IS OPERATING—is a turn of a screwdriver to regulate the flow 
through @ach radiator. You don’t have to break a single joint or drain the system 
and you don’t have to guess. You get whatever regulation you need from full flow 
to minimum flow and you balance all radiators quickly. 


On many thousands of new and odd jobs, fitters have proven the desirability of 
using these fittings. Many sick jobs have been corrected by their use. You can 
avoid sick jobs by installing these fittings. 


Distributed by American Radiator and Standard Sanitary 
Corporation and sojd by all leading plumbing and heating 


a & 2 
h) S |) al meyasentt wholesalers. 
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; No. 234 Balancing Fitting 


No. 233 Balancing Ell © 
Sweat Connection 


A y “ 
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Sweat Connection 





DETROIT | UBRICATOR COMPANY 


General Offices: DETROIT, MICHIGAN 
Canadian Representatives: Railway & Engineering Specialties Lid., Montreal, Torente, Wissipey 
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Too Tough! 


noOT FOR A FORD TRUCK! 


® When the going gets really tough, put a Ford 
Truck on the job and watch it perform. These 
big, rugged units are built to take hard work — 
and like it! They’re trucks, every inch of them, 
with big, massive frames, axles, springs, brakes. 


Power? Smooth, dependable, eight-cylinder 
power with a choice of three efficient truck en- 
gines — 95, 85 and 60 hp. 


And economy! From the Model T to today’s 
giants, the Ford Truck has showed the way to 
real dollar-saving performance. It gets to the 
place it’s going in a hurry and is back for more 


payload and more trips per day. 


From the toughest to the smallest hauling and 
delivery job there’s a Ford Truck to give you this 
kind of economy. There are six wheelbases, forty- 
two body and chassis types, and a wide choice of 
special equipment, including optional axles, trans- 
missions and larger tires. 

Watch a Ford Truck go té work on your job! 
Make an actual “on-the-job” test — with your 
own driver and loads over your own routes. Know 
the difference Ford quality and economy make 
before you spend another truck dollar. 


VISIT THE NEW FORD EXPOSITIONS AT THE TWO 
FAIRS, NEW YORK AND SAN FRANCISCO, 1940 


® Ford Motor Company, Builders of Ford V-8 
and Mercury Cars, Ford Trucks, Commercial Cars, t Sr ) 
Station Wagons and Transit Buses. 


FORD U-8 TRUCKS 


WO meg 
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Here’s the soundest way of proving the out- 
standing quality of Bethlehem Pipe. Test it 
yourself in your own shop. Bend it. Thread it. 
Weld it. Examine the sound, clean quality of 
the steel; the tough oil or lacquer coating that 


protects Bethlehem Pipe from rust in ship- 


You be the judge 


of bbe tbe Quality 


ment, another way this company insures the 
high quality of Bethlehem Pipe. 

You'll like the way Bethlehem Pipe handles 
on the job. And you'll like the helpful service 
you get from the Bethlehem Pipe Distributor. 


Try them both on your next order. 


BETHLEHEM STEEL COMPANY 
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GeT only one Cone od 7 


Neate). vale 


HEATING 


FOR YEAR ‘ROUND PROFITS 


G-E gives you something to 
sellevery month in the year. 


PROFITS 


from Air Conditioning 





After the heating season, don’t hang-up 
your salesmea —let them jump right 
into Air Conditioning! G-E gives you a 
complete line for cooling one room or a 
whole house. And “Packaged Weather” 
units for air conditioning shops, stores 
and offices. Winter, summer, and year 
‘round equipment offers you sales oppor- 
tunities throughout the year. 

And G-E Air Circulators are“ naturals” 
for lower income homes, as well as 


offices, stores and factories. 





GENERAL @ ELECTRIC 


(2) AIR 
CONDITIONING 


PROFITS 


from Automatic Heating 








This year General Electric offers you the 
best heating set-up—the most complete 
line—in G-E history. 

When you’re a G-E Dealer you get 
(1) highest quality heating equipment, 
(2) complete lines—oil and gas, for radi- 
ator or warm air heat, plus an oil burner, 
(3) a typical General Electric healthy 
profit set-up, (4) national advertising 
to soften up your market, (5) local 
cooperative advertising and dealer pro- 
motion material to help you cash in. 


GS GED Ce nS ee aD aD ee 


) 


COMMERCIAL 


REFRIGERATION 


ee eee mere eee te me me eee ne ame j 
GENERAL ELECTRIC COMPANY 
Div. 199.316, Bloomfield, New Jersey ) 

1 want details on the new G-E Dealer Franchise for my 
territory. I am interested in Automatic Heating [| Sum- 
mer Cooling Commercial Refrigeration. ; 
Vame i 
7 | 
Street 
i 
City Stat i 
l 





PROFITS 


from Commercial Refrigeration 

















Water Coolers —every type for every 
need. Bottle Bevérage Coolers, Food 
Storage and Display Cabinets—a com- 
plete line to meet the needs of all kinds 
of business. 

In addition: Condensing Units, Cool- 
ing Units, Evaporative Condensers, 
equipment for Walk-in Kefrigerators, 
Locker Storage plants, etc. 

Now, as never before, you can count 
on General Electric for year ‘round 


prospects and profits. 











opener: 
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IT HAS TO BE GOOD 
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this Seal Lead service pipe must be good or cities like Chicago, New Orleans, 
assures quality Albany, Denver, Jersey City, and many others wouldn't have relied on 
lead service pipe for so many years. Flexible, non-staining, of proved 

durability, and with thick walls to provide lifetime resistance to corrosion, 

4Pprova\ lead services mean permanent satisfaction and low annual cost. Lead 

it le your somresce that the rigid services give customers more for their money and mean more business for 


and manufacture set by the Asso- plumbers. 
ciation have been met. * * * Use 


only lead pipe, calking lead, tra 

and bends stamped with the “Seal LEAD INDUSTRIES ASSOCIATION 

sahara 420 LEXINGTON AVENUE, NEW YORK, N. Y. 
iene | ON! MONEY Sei OWMEN YOUR PLUMBING !5 |! 20 supenecemmecacenmmemenmemommnet 
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DODGE A422 TRUCKS 


FIT 97 OUT OF 100 HAULING JOBS! 





OU SAVE MONEY all along the line—you save on gas, on 
b ant on tires and on maintenance—with a truck that 
fits your job! 

When your truck is exactly the right size for the job— 
when it’s powered with the right engine—when every unit 
is perfectly coordinated for the work the truck has todo... 
then that truck is bound to give you the most dependable, 
most efficient, most economical service! 

Each Dodge Job-Rated truck has exactly the right one of 
6 great Dodge truck engines ... the right one of 4 clutches, 
of 3 transmissions, of 8 rear axles... the right one of 9 spring 
and 6 brake combinations! It’s built to fit a particular haul- 
ing job. And remember—Dodge Job-Rated trucks are priced 
with the lowest for every capacity! See your Dodge dealer 
for easy budget terms. 
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LOOK? compare DODGE TRUCKS WITH 
THOSE MADE BY TWO OTHER COMPANIES 
MANUFACTURING LOW-PRICED TRUCKS 
DODGE OFFERS FAR WIDER SELECTION 
















, 
‘ 


















i 
a 
6 


6 
17 
16 


Number of ENGINES 
Number of WHEELBASES 
Number of GEAR 


Number of CAPACITIES 


Number of STD. CHASSIS 
and BODY MODELS 96 56 < 


PRICES at | $465 | $450 $474" 


Prices shown are for '4-ton chassis with flat face cowl de- 
livered at Main Factory, federal taxes included—state and 
local taxes extra. Prices subject to change without notice. 
Figures used in the above chart are based on published data. 












3 
% tol'2-Ton | 2 tol’2-Ton 





6 
“2 to 3-Ton 



































Learn HOW to Get a Better Track! 


Ask your Dodge dealer 
for this booklet, or 
write Dedge Divisien, 
Chrysler Corporation, 
Detroit, Michigan. 









pd lat t face cowl, d 
Federel *t Detroit Mich 
transportas ~ incleded 





DEPEND ON DODGE fos tec TRUCKS —— Eo 


14 ¥%: TON CAPACITIES 96 STANDARD CHASSIS AND BODY MODELS OW I7 WHEELBASES 





baled MEANS: A TRUCK THAT FITS YOUR JOB 
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You can cut Service Costs with 
this Penn-Built Stoker Timer Relay 




















































Claim Based on Accurate 
Dealer Records—but You Can 
Prove It Yourself 


Years of service have demonstrated one 
outstanding feature of Penn Type 560 
Stoker Timer Relays— their record for long 
time, attention-free performance. 


Ask the dealers who are in a position to 
compare several years of accurate service 
cost records on other stoker timers as well 
as Penn. They will tell you, ‘Service calls 
are practically nothing with Penn-Built 
Stoker Timer Relays.’’ 


There’s a reason. This compact, sturdy 

stoker timer relay is designed and built to 
“take it’’—month after month. The record 
of three years of field service on all types 
of heating plants and with all types of fuel 
proves it. Examine a few of the features of 
the Penn Type 560 Stoker Timer Relay at 
the right, below. Better yet, put one on an 
operating trial under actual field condi- 
tions. Find for yourself why users are so 
well satisfied. 


Penn Electric Switch Co., Goshen, Indiana. 
In Canada: Powerlite Devices, Ltd., Penn 
Electric Switch Division, Terento, Ont. 
Export :—100 Varick Street, New York City. 
Branches, representatives and distributors in 
all principal cities. 








Sealed, synchronous, self- 
starting electric timer mo- 
tor. Permanently self-lubri- 
cating. Quiet. Sturdy. Gen- 
] erous reserve power. 


Snap-acting hold- 
fire contacts con- 
tribute to quiet op- 
eration ...long re- 
lay life... trouble- 
free performance. 
Protected bysturdy 
metal] guard. Avail- 
able with thermo- 
stat interlock on Standard timer cam 
special order. is quickly adjustable 
in the field for firing 
every hour or every 
Relay, rated for 1 H.P. half hour...1to 10 
load, possesses greater pull- minute firing period. 
in and hold-in power than 
c) competing units for similar 
service. This contributes to 
long life of the electrolytic 
silver relay contacts... as- 
sures the positive contact 
action that reduces wear on er Timer Relays include: 
stoker and operating parts. Minimum of operating 
Bridge type contacts elimi- parts. Generous wiring space. 
nate flexibie leads. Rubber mounting feet. 















































Other featuresof Penn Stok- 














RELAY CONTACTS 














More information on what Penn Controls will 
do for you — One of a Series. 
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Thanks: 

I have always re- 
ferred to your book, 
and have found it in- 


dispensable. 
H. A.., 
Bronx, N. Y. 














Ideas and Ideals . .. 


Reotween Ourselves 


which make up. . . 





this Issue 





N. A. M. P. Convention 


To the Editor: 

I am mailing you under separate 
cover a glossy photo of the Hotel Gib- 
son, national headquarters, with its 
rates and also some literature of the 
trip to Coney Island June 12 at 5 p. m., 
which will be one of the entertainments 
during the period of the convention, to 
be held in Cincinnati June 10-11-12-13. 
I would like you to place all this news 
in Domestic Engineering. 

Would thank you very much if you 
would favor me by publishing this, as 
I want to help make this convention a 
grand success. 

Edward Frank, Cincinnati, 
Chairman, local con- 
vention committee. 

@ An article on the convention, with 
pictures, will be found on Page 51 of 
this issue.—Ed. 


ee 8 
Passed by Censor 
To the Editor: 


Your letter of March 1 only reached 
me a few days ago, while the copy of 
your January edition arrived a fortnight 
before—not being held up by censor. 

Americans—as a free people—have 
certainly understood the effects of Eu- 
ropean troubles on the small nations. 
These nations must try to keep them- 
selves independent and self-contained so 
that they can obtain materials to supply 
their daily needs. 

America is free! And referring to a 
recital of Plato by Laura Krey: “Plato 
had no illusions at all, he knew there 
are a mighty few men fit to bear the 
burdens that freedom calls for.” I think 
that your President had the right feel- 
ing in the use of freedom when he 
Stated that after this war is over, it will 
be essential that every nation be able 
to find its way to the sources of the 
world’s raw materials. 

The impossibility of providing them- 
selves with materials is certainly, for 
most of the small European nations, the 
worst of their existing troubles—leading 





to “Autarkie” and so creating an un- 
bearable situation. 

Besides the present burdens—such as 
war taxes, shortness of materials, ex 


penses for armaments and mobilizations 
—the fear of that 


+e 


vacant” state of re- 





From Mr. Leroi: “This is my daughter and 

myself in front of the only plumbing shop 

in Lenzerheide. Even in the middle of 

April, we are living in full winter—snow 
and ice all around” 


adjustments after the war is over is 
general. In Switzerland, one of the 
best industries—the hotel business—is 
already half ruined. No one from abroad 
can spend holidays in this lovely coun- 
try, with its snow covered mountains 
and its pacific people. 
Alfred Leroi. 
Lenzerheide, Switzerland. 


@® This is the second letter from Mr. 
Leroi, a former plumbing ware manu- 
facturer of Germany who is now resid- 
ing in Switzerland. The first was pub- 
lished in the January issue. Mr. Leroi 
sent two copies of this month’s letter, 
routing one via Italy, to protect against 
censorship delays.—Ed. 
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Building Spurts 


® All previous records for home financ- 
ing under the FHA program were sur- 
passed during the week ended April 13, 
Administrator McDonald has announced. 
New high levels were attained during 
that week in the number of new homes 
started, in applications for mortgage 
insurance and in the volume of all mort- 
gage insurance applications selected for 
appraisal. This represented the seventh 
successive week in which last year’s 
high record was exceeded. 

Property improvement and moderni- 
zation loans during the first quarter of 
1940 under Title I (modernization and 
repair, very low cost new construction) 
showed gains of 26.4 per cent in num- 
ber and 12.9 per cent in amount as com- 
pared with the like period of 1939. 


Broadcast: 
To the Editor: 

[ wish to thank you for giving me 
permission to use the episodes in your 
publication on “The Story of the Bath.” 
Enclosed you will find the script for 
the first week's radio broadcast by ofh 
cers of the Cincinnati Water Heater 
Manufacturers and Distributors ©: 
ganization. These broadcasts started 
\pril 29, and will continue daily on 
alternate weeks until June 15, which is 
the closing date of our campaign. 

R. J. Paulsen, Secretary, 

Cincinnati Water Heater Manufa 


turers and Dustributors Organization 


@® The first broadcast (aired April 29) 
was in the form of an interview with 
Mr. Paulsen and R. B. Keiser, president 
of the group. Said Mr. Keiser in part: 

“The Cincinnati Water Heater Manu- 
facturers and Distributors Organization 
is a local organization composed of na- 
tionally-known water heater manufac- 
turers and local plumbing houses, and 
further, we enjoy a very friendly and 
cordial relationship with our local util- 
ity, the Cincinnati Gas and Electric 
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Company. Our endeavor is to inform 
the public through the licensed master 
plumber of the many advantages of 
A.G A. approved automatic water heat- 
ers, which can be obtained at small 
cost.” 

Mr. Keiser then emphasized that the 
heaters could be purchased on small 
monthly payments through the moder- 
nization loan plan of the bank sponsor- 
ing the broadcast. Fred S. Dewey of 
the local utility then outlined the rela- 
tionships of his company with the mas- 
ter plumbers and stated that, “We 
believe it is to the interest of all of us 
to cooperate with the master plumber 
and the representatives of the water 
heater association.” 

Commercial announcements on auto- 
matic water heaters will accompany 
each of the broadcasts.—Ed. 
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World’s Fair 


lo the Editor: 

In your March issue, the article on 
‘Bigger and Better Fairs” states that 
all fixtures are vented at the ends of 
main soil lines with 4 in. vents carried 
through the root, with not over twenty 
water closets on one vent. 

This article should read, “All plumb- 
ing fixtures are separately vented on 
Treasure Island, in accordance’ with 
San Francisco Plumbing Ordinance No. 
615.” Treasure Island is in the City of 
San Francisco, and all plumbing work 
has been done according to the laws of 
San Francisco, and each fixture is sep- 
arately vented. 

Geo. Y. Morton, 
Executive Secretary, 
Master Plumbers Assn. of 

San Francisco, Inc. 


@ Domestic Engineering’s information 
for this particular sentence was obtained 
from a release by the Golden Gate Ex- 
position’s publicity staff. Earlier in the 
article it was stated, of course, that the 
plumbing was installed in accordance 
with the San Francisco plumbing or- 
dinance. 

When the fair was under construction, 
Plumbing and Heating News and Dom- 
estic Engineering gave extensive pub- 
licity to the efforts of the San Francisco 
and California associations of master 
plumbers in insuring that plumbing on 
the fairgrounds was installed in such 
manner that it could not hazard the 
health of visitors. The eventual victory 
of the master plumbers, assuring the 
installation of plumbing in accordance 





with local laws, was reported in full in 
Domestic Engineering and Plumbing 
and Heating News.—Ed. 
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It Works Again 


Telegram to the Editor: 

Please rush our expense 500 copies 
of Plumbing and Heating News which 
has articles on our dinner dance, as we 
will distribute them at an open meet- 
ing May 3. 

Harold Bertram, President, 
Master Plumbers Assn. of 
San Francisco, Inc. 


® The dinner-dance referred to by Mr. 
Bertram was the climax of the big San 
Francisco Sanitary Plumbing Week 
sponsored by the local association and 
journeymen. The week was reported, 
in text and pictures, in the April issue 
of Plumbing and Heating News. 

This issue of Domestic Engineering 
describes the campaign in greater detail 
in an article beginning on Page 36. The 
San Francisco achievement also fur- 
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This month’s cover 


nishes this month’s front cover topic. 
The photo shows one of thousands of 
windshield stickers which were used to 
publicize the Plumbing Week. Radio 
and newspaper advertising and publicity 
also were utilized. 

Most significant fact in the San Fran- 
cisco week to our industry nationally, 
of course, is that it provides an addi- 
tional pattern for local groups in plan- 
ning their own Plumbing and Heating 
Weeks and, eventually, National Plurab- 
ing and Heating Weeks. The San Fran- 
cisco example is an outstanding one. 


—Ed. 








































Veteran 
To the Editor: 

My father wishes to thank you for 
your letter of congratulation. I will 
herewith attempt to give you a brief 
history of his 50 years in the plumbing 
industry. 

Thomas LD. Burke started to work at 
the age of sixteen for John McGovern 
(who had begun business in 1886 on the 
property that the firm still occupies), 
at the weekly wage of $2.50, hours from 
7 in the morning to 6 at night, six days 
a week. New Rochelle in those days 
had a population of about 2,800 people: 
it is now a city of over 60,000. 

Mr. McGovern died in 1920 and the 
business was incorporated in 1922, with 
Mr. Burke as president, in which office 
he has guided the business to its pres- 
ent position in the plumbing industry 
as one of the most successful plumbing 
and heating firms in the county. Among 
the outstanding jobs completed by thx 
company is the plumbing and _ heating 
on the new city incinerator; the plumb- 
ing and heating in St. Catherine's 
School building in Pelham, and _ th 
plumbing and heating in one of thi 
largest bottling plants in this section 

Mr. Burke lives in a fine home in the 
north end of the city with Mrs. Burke 
and one daughter, the other children 
being married. His son is office man 
ager for John McGovern & Co., Ine. 
Mr. Burke is a charter member of the 
local council of Knights of Columbus, 
and in his younger days was a crack 
baseball player. 

T. F. Burke, 
New Rochelle, N. Y. 
® As implied in the above letter from 
T. F. Burke, Thomas D. Burke has re- 
cently celebrated his 50th anniversary 
in the plumbing business which now 
operates as John McGovern & Co., New 
Rochelle, N. Y. He celebrated his an- 
niversary by “plugging away” at the 
business, just as he had during the 
preceding half-century. A local news- 
paper publicized the anniversary with 


an article on Thomas D. Burke.—Ed. 


To the Editor: 

We certainly enjoyed the fine article. 
“Piping Made This Job,” in your March 
issue. . . . Will you be kind enough te 
send us seven copies? We would like 
to send these out to our various div! 
sions. 

Norman A. Schuele, Adv. Mer., 
Revere Copper & Brass, In 


New York City 
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PENBERTHY AUTOMATIC PENBERTHY AUTOMATIC CELLAR 
DRAINER (Water or Steam operated) 


Made in 6 sizes 


ELECTRIC SUMP PUMP 
Made in 6 sizes 


M240) 
PRODUCTS 















am opporlunily for proj 


Heavy rains bring basement seepage forcibly to the atten- 
tion of home owners everywhere. 


This is an opportunity to sell Penberthy Automatic Electric 
Sump Pumps and Water Operated Cellar Drainers. 


Made of copper and bronze throughout... reliable... 
automatic in operation—they sell at a moderate price and 
return excellent profit. 


Carried in stock by leading jobbers everywhere. 
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PENBERTHY INJECTOR COMPANY detrorr: mice, + conadion Pion, Windsor, Ont 








































“TOLEDO” Power Drives in conjunction with 
“TOLEDO” Geared Threaders and Cutters offer 
an efficient means of handling large pipe installa- 
tions. Three models of Power Drives, eight models 
of geared threaders and six models of cutters—a 
capacity of 2” to 12” pipe. This combination makes 
fast, efficient power equipment. Send for the 
“TOLEDO” catalog—a complete handbook of 
pipe tools and pipe machines. 






Universal 


16 H.P. 











Standard 114 H. P. 


THE TOLEDO PIPE THREADING MACHINE COMPANY 


TOLEDO, OHIO 
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‘*TOLEDO’’ POWER DRIVES, 
GEARED THREADERS & CUTTERS 
WILL CUT INSTALLATION 
COSTS FOR YOU. 





You can thread and cut bends as well as 
straight pipe. “TOLEDO” Power Drives are 
used to operate winches, sheet metal rolls, 
stoker grates, for hoisting radiation and equip- 
ment to upper floors, etc. 


Complete details sent promptly on request. 





No. 2 No. 25BR 
Threads 214" to 4” Threads 214” to 6” 


NEW YORK OFFICE, 72 LAFAYETTE STREET 
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YOU WILL SAVE 





WITH A ‘*TOLEDO” 
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For Needed Codes... 


* 

5 Is NEARLY 1,600 American cities and 
towns, the FHA’s property standards and minimum 
construction requirements for new dwellings consti- 
tute the only established safeguards against uncontrolled 
and reckless construction,” states a recent FHA re- 
lease. 

In last month’s editorial “2+ 2— 5... But Not in 
Housing,” it was pointed out that FHA requires the 
installation of a water closet, a lavatory, a sink and 
bathtub or shower in new homes constructed with 1n- 





sured mortgages. In addition, in at least one state 
having a plumbing code, the FHA has announced that, 
“All structures subject to insured mortgages must have 
the installation of the plumbing approved by a local 
or state plumbing board inspector.” 

This fact was revealed by a speaker at one of the 
recent state conventions who asked, in effect, “What 
will serve for plumbing and health standards in un- 
supervised construction in those areas not having 
plumbing laws or ordinances and inspection?” 

The speaker asserted that only eleven states have 
state-wide codes and that three of these lack sufficient 
funds for enforcement. In other states the law is merely 
an enabling act permitting certain counties to adopt a 
code “if they vote to do so.” 

There is no easy answer to this question of ordi 
nances and standards which will provide an immedi 
ate corrective. IHA is a favorable influence, since 
it not only paves the way for building rebirth but also, 
by example, illustrates the value of minimum plumb- 
ing standards. 

Several speakers at recent conventions have empha- 
sized that the sponsorship of progressive plumbing or- 
dinances and laws must be firmly based upon the need 
for protecting public health. They also have stressed 
the need for enlisting the aid of health officers and 
others whose positions enable them to understand the 
importance of the movement. Now our industry can 
utilize the FHA example in building public understand. 
ing of the need for adequate plumbing ordinances and 
laws, and in promoting legislation to this end. 


(This is the second editorial on the duties and re- 
8 





sponsibilities given our industry through the rebirth of 
home building activity. The first was published in last 
month’s issue.—Ed. ) 


Walter J. Kohler 


The history of an industry often is written 
in the achievements of its leaders. Walter J. Kohler 
helped to write the history of the plumbing and heat 
ing industry and, in addition, he made distinct contrt- 
butions to our whole nation. His recent death invites 
a reappraisal of the elements which have brought our 
industry to its present vital position. 

Today we hear much concerning the social need for 
organizing and building communities and neighbor 
hoods. In considering this modern trend, we are re 
minded that Walter |. Kohler played a leading role 
years ago in the establishment of Kohler Village, a 
model community of homes owned by employees. 

Today, we hear much of the need for our industry 
to “present its case before the American public” and 
the need for people in the plumbing and heating indus 
try to take active parts in civic, state and national life 
so that, through their example, our entire industry may 
be better understood. In considering this need, we are 
reminded that Walter |. Kohler once held the office 
of governor of Wisconsin. 

Today, when such new topics as “social security” and 
“stability” are discussed, we are reminded that, in the 
depths of the depression when workers by the thou 
sands were losing their jobs, Walter .J. Kohler adopted 
a policy of continued production—keeping as many men 
at work as possible, and stocking warehouses to over- 
flowing even at the risk of product obsolescence. 

In its leaders, such as Mr. Kohler, and in its rank 
and file, our industry has possessed and employed the 
elements necessary for public service and public accept 
ance. No new formula is needed to meet today’s con 
ditions. If new action is called for, it is a matter of re 
examining, re-establishing, and re-emphasizing the 
principles upon which our industry was originally based 


and upon which leadership in our industry was founded 
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Below: Roy Wunderlich (left), president 

of the San Francisco journeymen’s union, 

and Harold Bertram, president of the San 

Francisco Assn. of Master Plumbers. Right: 

J. C. Geiger, director of public health, prin- 

cipal speaker and J. J. McLeod, state pres- 
ident, seated 





A :AIN, it works! The second big Plumbing 
Week of the year, this one held in San Francisco April 
7 to 13, has been successfully concluded with beneficial 
results to our industry. 

The San Francisco campaign, added to the Muncie 
Plumbing and Heating Week reported last month, gives 
our industry a background of experience useful in plan- 
ning similar local weeks as well as the proposed annual 
Plumbing and Heating Weeks. 

The program of the Golden Gate city was a joint 
achievement of the San Francisco Master Plumbers 
Assn. and the local journeymen. Advertised and pro- 
claimed by the mayor as “Sanitary Plumbing Week,” 
it was preceeded and accompanied by intensive news- 
paper publicity in all of the city’s daily and community 
newspapers. These press releases described the impor- 
tance to health of properly installed plumbing. They 
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San Francisco holds 
year’ssecond big Plumb- 
ing Week. Banquet 
climaxes campaign 


explained the high values now being offered the public by 
our industry. 

Radio announcements on plumbing were made every 
evening during the week. Thousands of automobile 
windshield stickers were distributed. 

The climax came with the concluding banquet in the 
main ballroom of the Palace Hotel on the evening ol 
April 13, an event which drew an attendance of 1,4 
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Mavor Rossi signs the proclamation (under the 
unanimous direction of the board of supervisors) 
making April 7 to 13 Sanitary Plumbing Week. 
Accompanying the proclamation, the mayor issued 
a statement lauding master plumbers for their con- 
tribution to health. The proclamation (below) 
made the finest kind of publicity for the local 
plumbing industry and called the attention of the 
public to the big event. The proclamation was 
printed in leading daily and community newspapers 
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and had as guests the local mayor, the board of super- 
visors, many other city officials and numerous leading 
figures in the city. The headline address, by Dr. J. C. 
Geiger, director of public health for the city and county 
of San Francisco, outlined the dangers of faulty plumb- 
ing and praised the local plumbing industry for its efforts 
in protecting public health. 

Estimates on the value of the campaign are made by 
plumbing leaders in San Francisco. Alexander Coleman, 
active in local, state and national affairs, declares : 

“The City of San Francisco and the plumbing and 
heating industry of the Bay region and northern Cali- 
fornia are to be congratulated on the action taken by 
San Francisco in declaring a Sanitary Plumbing Week, 
as of April 7 to 13. San Francisco’s Sanitary Plumbing 
Week should dramatize the cooperative spirit between 
the highly skilled plumbing craftsman and municipal 
boards of health. 
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Proclamation by mayor 
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“This movement ties in most effectively with the 
efforts of Domestic Engineering to promulgate a Na 
tional Plumbing Week, 
one of national scope. 


which will extend the idea to 


“My long association with the plumbing fraternity, 


both as a master plumber and an officer in local, state 
(Continued on Page 103) 
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Mr. Ray takes full advantage of the sales 
appeal available in concealing convectors 
in the wall behind attractive panels and 
grilles. His advertising consists of “on- 
the-job,” and newspaper advertising; both 
have proved effective means of getting cus- 
tomers. The sign is made especially attrac- 
tive so home owners will allow it to remain 
on their ground a maximum length of time 
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Winning combination consists of convectors, steam 
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to spend 75 per cent of his time building business 
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M eet C. Lester Ray, specialist in radiator 


heating, of Dothan, Ala. In this deep South area, Ray, 
who is president of the Southeast Alabama Plumbing & 
Heating Association, has experienced almost unbeliev- 
able success in the sales and installation of steam and 
hot water heating in the past 10 years. Even better 
business is expected in 1940. 

A look into Ray’s methods reveals that one secret of 
his rather astounding success lies in advertising. He 
spends about $40 a month “telling the world” about his 
business, and especially convection heating. He runs an 
advertisement daily in the Dothan Eagle and on one oc- 
casion ran a full page advertisement. Such a display by 
a plumbing and heating contractor had never been heard 
of before in this territory. In fact it wasn’t the custom 
to advertise at all in the daily newspaper, except possibly 
in the classified column. 

Next Ray goes in strongly for testimonials from satis- 
fied customers, in fact the full-page newspaper advertise- 
ment consisted of the reproduction of several of these 
letters. He carries a portfolio of these testimonials 
around with him including photographs of installations 
made; they pave the way for other sales. 

“Advertising brought me up, so I don’t propose to let 
it down,” commented Ray on his newspaper displays. 
“I budget my advertising cost just as I do rent and other 
expenses of doing business, and why not?” 

Ray has made quite a play on the initial “C” in his 
name, so that the public thinks of “See Lester” and in 
fact his friends usually call him thus. 

Other methods are used by Ray to keep his name be- 
fore the public. He erects an attractive sign in colors 


At the immediate left are reproduced some advertisements typical 

of those run regularly in the local newspaper by Mr. Ray. 

“Advertising brought me up so I don’t propose to let it down,” 

Mr. Ray comments. “I budget my advertising just as I do 
my rent.” 


Right, Mr. Ray, back to the camera, explains the advantages of 

convector heating to one of his customers; the convector, hot 

water circulator and attractive grillework emphasize some of his 

sales points. Mr. Ray’s brilliant red car attracts attention where- 
ever he goes 


39 


— —————— ve 


a ewe ae - 


on each job, so attractive in fact, that customers some- 
times don’t mind if the sign remains on the property in- 
definitely. In addition he attaches a permanent sign on 
boilers after they are installed. 


But Ray doesn’t sit down in his office and wait for 


advertising to bring him business. Being “all broken 


out” with business, as he puts it, he stays on the outside 


75 per cent of the time and 50 per cent of the time out 
of town. He thinks nothing of jumping into his car and 
hopping 25 to 50 miles to a neighboring town. In fact 
he covers up to a 100-mile radius in what is known as 
Tri-State, being southeast Alabama, southwest Georgia, 





























At the left are reproduced more samples of 

Mr. Ray’s effective advertising copy used in 

local newspapers. The picture at the bottom 
of the page shows a typical installation 


and northwest Florida. This means Ray 
puts in a lot of long hours and hard 
riding. He works while others sleep 
and closes where others give up. 

Ray specializes in the sale of hot 
water heating with stoker and all auto- 
matic controls including a day and night 
clock. His average sale in a one-story 
house has run around $1,000 to $1,200 
and in two-story houses $1,300 to 
$1,750. He has sold a few jobs run- 
ning as high as $2,200 to $2,300, some 
being in apartments or commercial 
buildings. 

“When I call on a customer I start 
talking automatic firing immediately as 
a part of the heating plant ; in fact I con- 
sider it a part just as the boiler, the 
pipes’ or the radiators are a part,” said 

Ray. “I give the customer the choice between iron or 
copper piping, my experience being that when a customer 
is allowed to have a choice of materials he feels he has 
contributed to his own comfort and most likely will be 
an enthusiastic booster for the whole job. 

“In pushing convection over warm air heating I stress 


(Continued on Page 104) 
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your heating syatém is old and run down, it 
can be reconditioned and made as good as 
_ new for a small amount. 


oo us for an estiffiate on Steam and Hot Water 
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“The Taxicab 


Some persons jocularly refer to him as “the 
taxicab plumber,”’ which, after all, might be an adver- 
tising slogan equal to the “Shop at Your Door” em- 
blazoned on the six trucks operated by National [con- 
omy Plumbers, New Orleans. These trucks bring to 
the doorsteps of householders all of the plumbing sup 
ples and equipment needed by journeymen for servicing 
calls. That this service is making its mark can be de- 
duced from the busy ringing of the phone, the early ex- 
pansion of the company’s initial fleet of two “shops on 
wheels,” and other outward evidences of acceptance by 
home owners. 

The kernel, core, nub, backbone of the business ( oper- 
ated under the direction of J. T. Cowser) is the stand- 
ardized repair service kit. But, reasons Mr. Cowser, if 
the kit with its 1,356 repair parts is good,—if it speeds 
up the making of routine jobs—why wouldn't a truck 
with additional supplies and equipment be even better ? 
Not being able to think of an adequate answer to this 
question, the thing to do was to build bins in trucks, 


Above—-Mr. Cowser has a map in his office showing each of the 
company’s jobs and the location of each truck. It is easy for 
him to locate his men by telephone (as in the photograph) and 
route them to the next assignments. At right—One of the six 
trucks operated by the firm 




































Plumber .. 


stock them, place other repair aids in the trucks to sup 
plement and renew the kits. 

Now, when a mechanie goes out on a call, he has 
everything at hand to make the necessary repal.rs. When 
the job is done, he goes on to the next one. Or he might 
call the office for further directions. ‘The office receives 
phone calls for SeTVICE, relavs them mut to 
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operators in the field, and the repair men go from one 
point to another . . . Just like a taxicab service. 

The analogy is carried out further by the careful selec- 
tion of the headquarters (fixed) shop in the center of the 
city from which easy access can be had to any point, and 
the subdivision of the municipal area into six districts, 
with a truck assigned to each one. 

Mr, Cowser is no newcomer to the plumbing business, 
having been engaged in both installation and repair work 
tor 22 years. When new building boomed in the past, 














A white-uniformed mechanic for National Economy Plumbers 
equips his repair kit preparatory to calling on a customer. In 
this kit he carries practically every small part the home owner 
might need; additional parts are located in the truck bins. 
Samples of the company’s advertising are shown below 


he was on the contracting side, and has long been an 
associate of G. J. Robinson, of Robinson Brothers, Pine 
Bluff, Ark. Mr. Robinson is a past president of the 
Arkansas State Assn. of Master Plumbers. 

The two men had long cast their eyes at the plumbing 
repair field in New Orleans; had done contracting here. 
Late in 1938 Mr. Cowser came to New Orleans, spent 
days canvassing for a suitable location, almost gave up 
the search, and then found the ideally situated shop now 
occupied. The shop, he explains, is not everything de- 
sired, but its location makes possible short runs to any 
section of the city. 

The location having been decided upon, Mr. Cowser 
acquired a bulky mailing list of home owners and real 
estate operators—over 14,000 in all; had the telephone 
installed ; printed his initial direct mail circulars. Then, 
in Pine Bluff, he outfitted his two trucks with racks 
for more parts, loaded them and a third heavy duty 
truck with supplies, desks, etc., and moved on down, 


























H. A. Terms 
Per Month 


JERNIZE NOW 


Free Estimates 
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This Sounds Funny—But We'll Do It 


FAUCETS IN YOUR HOME ~— 


Our “SHOP AT YOUR DOOR” is in your neighborhood to give quick service 





ONE OF THESF 
“SHOP AT YOUR DOOR’ 
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Repair service kits and well 
stocked trucks are important 


equipment items. Instant ser- 


vice, direct mail advertising 
and journeyman salesmanship 


make the equipment profitable 


The direct mail advertisements were put into the post 
man’s hands, and business began the following day. 
“We're in your neighborhood,” said the first mailer 
in explaining to property owners how quick, moderately 
priced repair work is offered. “Our trucks don't come 
to the shop. One of them stays in your neighborhood at 
all times during the day.” Another slogan said, “A 
phone call to us at JA.1337 brings our nearest ‘Shop At 
Your Door’ to your job as quickly as possible.” These 
expressions, with others, including “Faster Service 
Lower Prices—Guaranteed Work,” are superimposed on 
a reproduction of the city map showing the shop location 
and illustrating trucks scattered through the area. 
“When the job is finished, we give you an itemized 
invoice showing every item used on your job, with sep 
arate price on each item, so you can check it,” said the 
circular, showing in reproduction a_ statement listing 
parts used. The invoice shows there is a 5 percent dis- 
count for cash or payment within ten days. If the 
invoice is not paid in cash immediately, the householder 
is asked to sign it in acknowledgement of the work 
done. Any question is settled at once. The same circu- 
lar carried an explanation of the accommodation involved 
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in the 10,000 items ($2,000 stock and equipment) avail- 


able when the truck is at the door where work 1s being 
done. 

Merchandise is not overlooked. 
an introductory offer of white 


‘The first circular had 
finished toilet seats under 
the catch-word of “Sanitation begins in your bathroom.” 
The otter was for an allowance of $1.00 for the old seat, 
and stipulated that installation charge was “only 73 
additional.” 

(Continued on Page 09) 


Above— Mr. Cowser conducts a perpetual sales contest for his 
salesmen-mechanics. Records are posted conspicuously and reg- 
ularly; the men receive a commission on all sales made. Be- 
low—Three of the company’s trucks parked before the company’s 
unpretentious but exceptionally well-located shop 
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From Washin gton -- News 
Affecting Our Indus try 


WY asninc TON, D. C.—Information has been received at the scribed a conference with Arnold during 
Department of Justice that a number of defendants in the Cleveland plumbing — which certain cases were discussed and 
indictment have filed bonds for their appearance for trial. Some have appeared Arnold stood by his purpose to seek 
and made their pleas in response to the Government's charges, in addition indictments and prosecute for violations 










































to giving bond for appearance at trial. of the Anti-Trust law. Coyne then read 

It was learned at the Department that the date tentatively set for arraign- a letter from Arnold, which said that 
ment of the defendants, namely May 15, may be changed. Meanwhile, repre- labor organizations may submit to the 
sentatives of the Anti-Trust Division of the Department are continuing the Department a full statement of facts 
general investigation of the construction industries at Cleveland and a num-_ about activities they have undertaken 
ber of other cities throughout the country. or wish to undertake, which restrain 


Kdward P. Hodges, who has had charge of presenting the Government interstate commerce in a way the un- 
case to the Grand Jury at Cleveland, returned recently from a trip south on ions consider reasonable. 
which he was accompanied by Thurman 





W. Arnold, assistant attorney general 
in charge of the Anti-Trust Division. m ss ” “ 
Carolina Bar Assn. meeting at Charles- 

ton, where Mr. Arnold made an extem- 


poraneous speech in which he touched 
upon certain phases of the anti-trust 


Under indictment as part of the Federal Government's campaign against 
alleged restraint of trade activities, more than 60 men connected with the 
heating and air conditioning industry in Southern California surrendered 
to the United States Marshal's office in Los Angeles in April, and at present 
are at liberty on their own recognizance pending setting of their trial in 


work of his department. 
In connection with recent indictments 
at Cleveland and Los Angeles of plumb- 





ers’ unions. it is of interest that Mr. the U. S. District Court, Los Angeles, on charges of violating the Sherman 
Arnold has written a letter to John P. Act. si 
Coyne, president of the Building Trades True bills filed in court by a special Federal grand jury on March 27 


Department, American Federation of and 28 charge conspiracy to violate the provisions ot the Act against 
Labor, in which it is indicated that the many heating and piping organizations, labor unions and business firms. 

Department of Justice will, upon re- The true bills. which were issued on 
quest of labor organizations, rule on  guccessive, days, list a total of 210 men 
activities that might restrain commerce in various branches of the building in- ern California plumbing industry, as 





, before they are put in operation by dustry as having allegedly contributed such, is not involved. Plumbing firms 
unions. A. F. of L. spokesmen have been = jndividually, or collectively through as- and individuals connected with plumb- 
criticizing the course of the Depart- gociations or unions, to the asserted il- ing companies, who are named as de- 

| ment in making charges or seeking legal acts, which, the true bills set fendants, are linked with the asserted 

grand jury indictments against labor or- forth. constitute violation of the anti- violations because of their heating, ven- 
| ganizations, on the ground that the anti- trust laws. tilating and air conditioning work and 
| trust laws specifically exempt such or- The first indictment issued on March their activities in heating organizations. 
ganizations from their prohibitions. 27 charges such violations to well The charges of asserted collusion and 
| The reply of the Department of Jus- known men in the southern California alleged activity in “freezing out” com- 

, tice to this criticism has been that the heating, piping and air conditioning in- petition, by means of the association, 

law’s exemption does not shield labor dustry. It also named as asserted vio- refer only to such activities as the de- 

organizations engaged in illegal activi- lators of the Act ten plumbing and heat- fendants may have engaged in, in con- 

“4 ties but only in legal activities in carry- ing firms. Included in the charges, also, nection with heating and air condition- 

| ing on their general work of organizing are a long list of names of men con- ing contracts, and not with plumbing 


and promoting the cause of labor. It nected with these as officers or contracting work. 


now develops that the Department will partners, and the names of other men Substantively, the indictees are ac- 
attempt to advise labor organizations in operating heating, ventilating and air cused of conniving to suppress compe 
advance of activities they propose to conditioning businesses under their per- tition; attempting to dictate and con 
engage in that might violate the law. sonal names. Named also are the chair- trol methods of bidding, issuance of 


This new development became known men of committees and the members of contracts and fixing prices; of conspir- 
when Mr. Coyne delivered an address’ the board of directors of the defendant ing to exclude all but members of their 


at the 21st annual convention of the organizations. association from participating in heat- 
International Union of Operating Enei- It became clear from a reading of ing and ventilating jobs on Class A con- 


neers in this city recently. Coyne de- the lengthy indictment that the south- struction projects. 
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Washington, D. C., April 25.—-Sanitary 
facilities in the national capital should 
be improved to a considerable extent, 
to the benefit of the residents as well 
as that of plumbing contractors, as a 
result of a law recently passed by Con- 
gress and approved by the President 
while on vacation at Warm Springs, 
Ga. The new act would compel resi- 
dents of the District of Columbia having 
outside toilet facilities to connect with 
sewer systems when the latter are 
available. 

According to official statistics of the 


District of Columbia Health Depart- 
ment, there are in this modern metro- 
politan and cosmopolitan city, which 
becomes more than ever a world cen- 
ter as a result of the wars abroad, ap- 
proximately 1,800 outside toilets de- 
scribed as “box privies.” Although the 
Board of Commissioners of the District 
of Columbia has had a certain amount 
of authority to order improvement of 
sanitary facilities in the city, it appears 
that this new legislation was deemed 
necessary by the local powers that be. 
Since Congress serves as a sort of com- 


mon council and board of aldermen for 
Washington, the National Legislature 
was called upon to pass the new Dill. 

District officials say they have no 
knowledge how many of the old outside 
toilets will be abolished as a result of 
sewer connections with residents’ prop- 
erties, because they cannot forecast to 
what extent the official engineers of the 
district will extend the sewage disposal 
facilities; nor do they appear to know 
to what extent such facilities are al- 
ready available for premises not yet 
connected with them. 





Wage and Hour Law 


Violation of injunctions restraining employers from failure-to comply 
with any provisions of the Fair Labor Standards Act, will subject them to 
contempt of court proceedings, George A. McNulty, general counsel of the 
Wage and Hour Division, U. S. Department of Labor, has warned. This 
applies the same in cases where decrees have been consented to as where 
decrees were signed after a trial, he said. 

Mr. McNulty called attention to a $1,000 fine imposed in the U. S. Dis- 
trict Court at Newark, New Jersey, against a baking firm, as an instance 
of what employers may expect when they sign consent decrees and then 


proceed to again violate the law. 
dent were both found guilty. The fine 
was imposed against the corporation. 
Sentence was suspended against the of- 
ficer, but the corporation was ordered 
to pay an estimated $2,000 in restitution 
due its 125 employees for wages and 
overtime. 

When the original injunction was is- 
sued on May 8, 1939, the corporation 
paid approximately $1,800 in restitution 
due to its employees at that time for 
overtime worked. 

“Current figures show that out of 210 
suits for civil injunctions filed by the 
division, 194 consent decrees were is- 
sued,””’ Mr. McNulty said. “Each of these 
consent decrees is just as effective in 
law as though the employers had been 
found guilty after a trial in court. The 
Wage and Hour Division, in every in- 
Stance in which such decrees have heen 
granted, has had sufficient evidence to 
prove the violations alleged, and where 
the employers have admitted the vio- 
lations they have been permitted to sign 
these consent decrees only to avoid 
time and expense of a court trial.” 


In this case, the corporation and its presi- 





Wholesale, Retal 


A definite “yardstick” for determin- 
ing coverage of the Fair Labor Stand- 
ards Act as it applies to retail and 
wholesale establishments, and another 
step in the practical adaptation of the 
act to business practice and custom, 
has been announced by Col. Philip B. 
Fleming, administrator of the Wage 
and Hour Division. 

Section 13 (a)(2) of the act provides 
for the removal from coverage of the 
wage and hour provisions “any em- 
ployee engaged in any retail or service 
establishment the greater part of whose 
selling or servicing is in intrastate 
commerce.” 

The Division has indicated previously 
that a retail sale is a sale to the ulti- 
mate consumer for direct consumption 
and not for the purpose of resale in 
any form. The merchandise is sold in 
small quantities and at prices higher 
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than wholesale or jobber prices. In 
addition, it is indicated that a sale 
of goods, to be used for industrial or 
business purposes, as distinguished 
from private or family consumption, is 
not a retail sale. The application of 
the exemption is further clarified in a 
letter as follows: 

“In our opinion any establishment 
engaged exclusively in the distribution 
of merchandise may be considered a 
retail establishment if more than 50 per 
cent of the dollar value of its total 
sales are retail sales. Establishments 
which sell at retail and wholesale may 
not bé considered ‘retail’ if more than 
50 per cent (dollar value) of the sales 
are wholesale sales. 

“It should be noted that in the lan- 
guage of the statute the exemption 
applies to employees of retail estab- 
lishments.’ What constitutes the estab- 
lishment depends upon the facts in 
each particular case. If a firm oper- 
ates two or more separate establish- 
ments the sales of each establishment 
must be considered separately in de- 
termining whether such establishment 
may properly be considered a ‘retail 
establishment. The total sales of two 
enterprises as a whole will not deter- 
mine the retail or non-retail character 
of separate establishments within the 
organization. 

Thus, for example, a company may 
operate two separate stores in differ- 
ent parts of the city. In such cases, 
each store would be considered as a 
separate establishment for purposes of 
the exemption. 
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Massachusetts Assn. of Master Plumbers condemns 
installation of insanitary fixtures in resolution 


Tu Massachusetts State Assn. of Master 
Plumbers adopted a strong resolution condemning the 
reinstallation of insanitary used plumbing fixtures at its 
annual convention in Boston, April 9. 


Massachusetts leaders (below): James 
A. Milne, retiring president; Walter 
B. Skinner, president 


“Whereas, there is a national move- 
ment in the plumbing industry to destroy 
used fixtures as a health measure,” reads 
the solution, 

‘And, whereas, practically all plumbing codes have 
a clause providing that plumbing fixtures shall be free 
from ‘cracks and crazings’ and prohibits their use, 

“Therefore, be it resolved, that the Master Plumbers 
Assn. of Central and Southern Berkshire County, during 
the convention year, contact local health boards through- 
out the state in an endeavor to secure their cooperation 
to prevent their installation, and 


“Be it further resolved, that this resolution be ap- 
proved by the delegates to the 57th annual convention 
of the Massachusetts State Assn. of Master Plumbers, 
and that it be forwarded to the convention of the 
National Assn. of Master Plumbers to be held in Cin- 
cinnati, Ohio, June 8—13, with a request that they ask 
each state and local association affiliated to take similar 
action.” 

A second resolution urged that the officers, directors 
and membership launch a state-wide drive for the en- 
forcement of plumbing laws and ordinances. A third 
resolution approved a new code applying to the manu- 
facture of non-ferrous range boilers used for storage of 
hot water under pressure. 

Walter B. Skinner, Braintree, succeeds James A. 

Milne, Pittsfield, as president, Robert F. 

Trohan, Brookline, is vice president; 

J. Preston Perham, West Roxbury, 
(Continued on Page 105) 


Above: Robert F. Trohan, vice pres- 
ident; J. Preston Perham, treasurer: 
Franklin E. Darling, secretary 
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The air conditioning system in the National 
Broadcasting Company’s Hollywood studio building 
ranks among the largest and most modernly designed in- 
stallations in the United States for controlling tempera- 
ture and humidity. 

Into its design went a number of features seldom found 
in air conditioning plants intended for the more prosaic 
uses of a factory, hotel, apartment house or office building. 

The classical functional design of the building imposed 
departures from the orthodox so that no clash with the 
smooth flowing lines of the building would be offered 
by cooling towers and other apparatus on the roof; and 
the structure’s purpose—the housing of one of the coun- 
try’s busiest broadcasting studios—challenged the inge- 
nuity of the designers in introducing structural features 


The photograph above shows the compressor room through an 
observation window installed for the convenience of sight-seers. 
The machinery room contains three 50-hp. direct-connected, 
totally enclosed compressors of 50 tons capacity, three chilled 
Water pumps and a shell-and-tube cooler. An average of 100 
persons per day are guided past this window 








ditioning unde Glass 


numerous 
ld 


of publicity value and eye appeal to the 
sightseers who daily make tours of the bu 
Among these novelties are an 83,000 gal. cool water 
storage tank in the basement—part of the air condition 
ing system—which has portholes through which studio 
visitors may see the interior of the tank; a compressor 
and machinery room fitted with a spacious observation 
window past which sightseers are led to the accompani 
ment of a non-technical talk 
about the machinery; and (this 
for utilitarian purposes mainly ) 
an evaporator condenser on the 
roof, which eliminates the use of a cooling tower 
is also an unusual installation in the broadcasting rooms, 


Hiy? 


Ceiling 
Discharges 


There 


where ceiling light coves and air discharge are effec 
tively combined in one unit, with the air discharge fitted 
back of the light panel. This principle, although not 
new, 1s regarded as unusual in that ordinarily there 1s 
no panel down the middle of the light cove to permit 
the use of this type of installation. 

The plant is reinforced concrete construction occu 
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‘Picture’ Installation 
in New NBC 


Hollywood Studio 


pying a ground area of 2% acres at Sunset Blvd. and 
Vine St. It consists of eight studios and a three-story 
office building. The latter, 257 ft. long, contains execu- 
tive, program, production, publicity, artists’ service, sales 
and other departments. At the apex of the triangle at 
the corner of the two avenues is a three-story lobby 
which links the office building with four major studios, 
called auditorium studios to distinguish them from four 
smaller rehearsal studios.. The major studios are built 
as individual units on a modified motion picture sound- 
stage plan, but actually are linked by glass-brick walls. 


Left, exterior view of NBC stu. 
dios in Hollywood. Note stream- 
lined appearance maintained by 
complete absence of visible air 
conditioning equipment. Below. 
a corner of studio D is occupied 
by a grille which hides one of 
the return air ducts 











The space between the auditorium studios is devoted to 
corridors and artists’ dressing rooms. 

The Hollywood Blvd. side of the building—36/'% ft. 
long—has a high terrace running its length, which 1s 
covered by a marquee done in blue-green. The terrace 
wall is painted a deeper green; its steps are of terra cotta 
and the floor of red cement. The exterior of the entire 
building is executed in blue-green, with the only decora- 
tions consisting of aluminum stripes on rounded corners, 
and huge metal “NBC” and “RCA” signs, which are 
lighted indirectly. 

The interior of the lobby is representative of the sump- 
tuous and lavish scale of design and furnishing of the 
entire building. The lobby interior, reached from the 
streets through six doors, is 50 by 50 ft., with a ceiling 
height of 40 ft. It is decorated with huge murals, some 
25 by 40 ft., by the Connecticut artist, Edward Trumbull, 
depicting scenes from all worlds to which the influence of 
radio extends—opera, symphony, sports, science, educa- 
tion, drama, motion pictures, the arts. The lobby floor 
is terrazzo, designed with a series of concentric arcs rep- 
resenting radio waves. The lighting in the lobby has its 
origin in a concealed cone at the top of an aluminum 
architrane. In the daytime sunlight is admitted through 
glass brick panels. Heat discharge vents consist of in- 
conspicuous horizontal apertures in an aluminum decora- 






This is a view of the artists’ and musicians’ lounge showing ait 

diffusing device on the ceiling for recirculating conditioned air. 

The unit takes in air through the center opening and discharges 
new air from around the rim 
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tive panel extending around the lobby eight feet above 
the floor. 

The four main broadcasting studios—A, B, C and D— 
range in that order east on the terrace from the lobby. 
Each studio has its own lobby where visitors may watch 
rehearsals through soundproof glass observation win- 
dows. Each studio also is air conditioned from the huge 
machinery plant in the basement. The concrete floor of 
the artists’ corridor, which connects the various studios, 
is mounted on cork to separate it completely from the 
walls of the studio. It is claimed that a truck could 
rumble on its surface without the vibrations being com- 
municated to the studio. 

All power, heating and air conditioning equipment is 
located in the basement, which runs under the entire 
building. The air conditioning system controls both tem- 
perature and humidity in the studios. Air is drawn 
in from the outside at the rate of 105,025 c.f.m. by ten 
fans which have a total of 95 hp., and is cooled by water 
from an 85,000 gal. tank. The conditioned air enters 
the individual studios through an intricate duct system 
which is carried to the various broadcasting rooms in 
underground tunnels and vertical risers. 

Kight complete air changes are made per hour. Air 
is supplied to the studios at approximately 55 deg. Fahr., 
when fully occupied, to maintain a constant temperature 
of 72 deg. Fahr. Indicative of the size of the condition- 
ing system are the following figures: Into the condi- 
tioning plant went 140,000 Ibs. of galvanized sheet steel ; 


14,385 lineal ft. of ducts; 244 air filters; 10,000 ft. of 
soft cork insulation; 45,000 ft. of sott balsam) sound 
absorbtion material; and 36,000 ft. of soft) imsulation 
around the ducts. 

Nine air conditioning units supply the studios and con 
trol room. Each unit has separate heater and control. 
Dratt gauges on each unit indicate pressure on discharge 
fans at all times and, by means of a throw-over switch, 


he 


also indicate the pressure drop through the filters. T 


heating equipment is a vacuum, gas-fired installation 
consisting of two 15 hp. boilers. 


(Continued on Page 0S) 


Above, air discharge in studio A is installed 

in the light cove which extends downward 

from the center of the ceiling. This is con- 

sidered an unusual feature in that conve- 

niently located panels such as this are sel- 
dom available 


Directly .beneath is shown one of the nine 

air conditioning units serving the Holly- 

wood studios. At the right in the picture 

is the huge blower for the studio’s new 
$35.000 pipe organ 








The photograph directly above shows a portion of 

the duct layout in the studio’s basement. At the left 

is shown the heat exchanger into which the chilled 

water enters and from which cooled air leaves for 

distribution throughout the building. At the far right 
is seen one of the nine air conditioning units 
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Questions “From 


Peeaders 


Readers Solve Venting Problem 

In the February issue of DoMestic ENGINEERING the 
drawimyg indicated below as Fig. 1, was presented to 
yeaders for correction. Good practice and compliance 
with local plumbing codes were to be principal considera- 
tions in solving the problem. 





A great many different methods of piping the fixtures 
shown in Fig. 1, have been suggested by readers, most 
of which comply with recommended minimum require- 
ments and in general demonstrate good plumbing prac- 
tice. The plans shown in Figs. 2, 3 and 4, were sub- 
mitted by Monroe C. Roberts of Abington, Pennsylvania, 
together with the following letter: 

“Our local plumbing code may be termed a dual code, 
because you may select back venting or under certain 
conditions you may use the stack vent method. 

“In submitting my answer, good practice was the first 
consideration. The second was to have these plans con- 
form with our plumbing code. 

“The three drawings are typical of installations which 
we have been making since the passing of Act 44 in 
1937; although at the present time the Act applies only 
to cities of the second and third classes. 

Hig. 2 shows a method which is used quite often here 


and makes a very satisfactory installation. Fig 3, shows 
a method where you have two fixtures on a branch line 
and where there is a bath room group above on the 
same stack, the one vent being sufficient for the group, 
Fig. 4, shows a method which vents every trap and is 
used where the discharge above on the same stack is 
from two or more bath room groups. 
“IT would be pleased to have your comments.” 
M. C. R. 


Comments onjProblem 


r 


The comments of T. J. Claffy, Chicago plumbing 
inspector, regarding this reader’s methods of venting are 
as follows: 

“As the problem was originally presented to readers it is 
obvious that the lavatory trap would be siphoned whenever the 
plug in the lavatory was pulled. To correct this, the layout in 
Fig. 2 is quite permissible when there are no fixtures discharging 
from above. In this sketch, however, the reader is not as clear 
as he might be on one point. That is, the outlet for the waste 
pipe for the tub should not drop down below the trap seal 
because of the possibility of siphonic action. 

“Fig. 3 is vented to provide for one bathroom combination 
located below a similar group of fixtures on a top floor. In the 
diagram this is accomplished in a convenient and inexpensive 
manner, however, there may be some objection to the wet vent. 
In Fig. 4, where more than 1014 fixture units are discharging 
from above, each of the fixtures including the water closet are 
vented according to standard practice.” 

With regard to the size of the stack, which was not indicated 
by the reader, Mr. Claffy remarked, “The most important qués- 
tion is to give sufficient ventilation to the drainage system. 
The labor required to install a 4 in. stack is the same as for a 
3 in. stack and the small saving in cost of materials does not 
usually warrant the decrease in venting capacity.” 
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FIG.3~- ED WHEN DISCHARGE ABOVE DOES NOT 
EXCEED 10 2 FIXTURE UNITS. 
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FIC.2—APPROVED FOR HIGHEST GROUP OF FIXTURES 





FIG. 4- APPROVED 
THAN 10 (2 FIXTURE UNTTS. 





Drawings at the left were 
submitted by Monroe C. 
Roberts of Abington, Pa. 
county plumbing inspector. 
Figs. 2, 3, and 4 are sug- 
gested solutions to the 
problem (Fig. 1) which 
appeared in the February 
issue of Domestic ENGI 
NEERING. Comments of an- 
other outstanding plumb- 
ing inspector regarding 
these plans are presented 
above 
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DISCHARGE ABOVE IS GREATER 
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plumbers ready for 





influx of national 
members. Ed. Frank 


extends welcome 


This Year--Tt 5 


Cincinnati 
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‘| HIS year’s convention and exhibits of the 
National Assn. of Master Plumbers will be held June 
10-13 in Cincinnati. Convention sessions will be held 
in the Hotel Gibson, which also will be the locale of 
the 1940 Home Comfort Exposition, the plumbing and 
heating exhibition by manufacturers in our industry. 


Directors and comnuttees will mect on Saturday and 


} 
i 
i 


sunday, June 8 and 9, the two days preceding the open 
ing of the general sessions. 

Kdward Frank, Cincinnati, is the chairman of the 
local convention committee, and Mrs. Harold J. M 
Donald will perform a like function for the auxiliary. 
They both join in promising a full program of enter 
tainment during convention week. Says Mr. Frank: “| 
know I’m speaking for every member of our association 
ncinnati.’ 


when I say you'll be more than weleome in | 

The following rates have been announced by the 
Hotel Gibson: single rooms, $2.50, $2.75, $3.00, $3.25, 
$3.50, $4.00, $450, $5.00, $6.00: double rooms, $4.00, 
$5.00, $5.50, $6.00, $7.00, $8.00; twin beds, $5.00, $5.50, 
$6.00, $7.00, $8.00: suites, $10.00 and up. 

The opening session of the convention will begin at 
2 p.m. Monday, June 10, and thereafter during the r 
maining three days the sessions will begin at 9:30 a. m., 
and continue through the program. ‘The trip to Cin 
cinnati's Coney Island, announced as an entertainment 
highhght, will take place Wednesday evening at 5:00, 
according to Mr. Frank. 


Top left, Edward Frank, chairman of the Cincinnati convention 
committee. Top right, a view of Tyler Davidson Fountain with 
Carew Tower in the background. Left, a view of the Hotel 
Cibson in Cincinnati, the headquarters hotel; Hotel Sinton is 
also an official hostelry 
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strange case of the 
air conditioning system 
that wouldn't work is an- 
alyzed and some results 
of the sleuthing are told 







Above is an exterior of the school. Note exceptionally large 
glass areas. Top, right is duct and grille position in a class- 
room before remodeling. The lower view shows corrections 
in duct work. Additional grilles have been added 
















PS. RARE . 
SRR Ra 






ey 
a 






Wanted —More Gir..... 


Aout a year and a half ago a 


modern high school building was constructed in the 
middle west—glass block construction was used exten- 
sively and the building was air conditioned throughout. 
The building was said to be the first school building of 
its kind. However several fundamental requirements 
for the proper air conditioning of the building were not 
fulfilled by the heating, ventilating and temperature 
control system. 
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The re-design of the system required consideration of 
several construction problems. The amount of cutting 
and patching possible was limited by the unusual design 
of the building. For example, the ducts in the distribu- 
tion system were entirely inaccessible without tearing out 
corridor ceilings and several sections of the walls. 
Troubles encountered with the original installation were: 
insufficient ventilation, alternate periods of over and 
underheating ; objectionable drafts; and excessive noise. 

A study of the system as originally laid out showed 
the reasons for insufficient ventilation were: insufficient 
outdoor air introduced through the system ; no provision 
for cleaning or washing the air; improper coordination 
of dampers; and a faulty distribution system. These 
problems were overcome by (a) increasing the fan 
capacity to the limit of the ducts; (b) changing the out- 
side air, recirculating and vent damper set-up; (c) re- 
designing the control system; and (d) installing an air 
washer to improve the quality of the air and to mini- 
mize the amount of outside air required in the building. 


This view is through the filter bank showing face and by-pass 
dampers on the pre-heater coils as well as the electric control valve 
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At the left is the air washer showing the electrically operated 
valve on the city water line. At the right is a humidity limit 
controller preventing condensation on glass block walls 





Insufficient air supply to the rooms and insufficient 
outdoor air in the system, poor control and no provision 
for cooling air were the reasons for the original system 
overheating. This difficulty was solved by increasing 
the fan size to provide more air, improving the control, 
providing cool by-pass air through the installation of 
an air washer and installing window shades or blinds. 
Poor control and insufficient air were causing under- 
heating. The changes first mentioned above corrected 
this condition. 

Drafts were caused by the improper quantity of air 
and faulty distribution. The-trouble was corrected by 
installing back draft dampers where necessary ; installing 
additional outlets in the class rooms; and using vanes to 
distribute the air supply evenly. 

Since the supply and return ducts were not acoustically 
treated and faulty distribution methods had been em- 
ployed, the system was noisy. This trouble was cor- 
rected by treating the ducts with acoustic material, 
eliminating all points of equipment vibration and using 
flexible connections between supply and return ducts 
and equipment. 

One of the outstanding features of the installation as 
revised was the control system used for the air washer. 
In order to obtain full benefit from this equipment it 
was decided to place it under a wet bulb controller. The 








operation of the washer was in reality divided into three 
cycles: up to 55 deg. Fahr.; 55 ahr. and up, wet 
bulb below 55; and 55 deg. Fahr. and upwards outside, 


deg. 


wet bulb temperatures above 55. 

In the first cycle the building, after reaching a pre- 
determined occupancy temperature, was supplied with a 
minimum pre-determined amount of outside air. A tem- 
perature controller on the discharge side of the washer 
maintains constant leaving temperatures by first con- 
trolling the face and by-pass dampers of the pre-heater 
coils and secondly, after the steam supply ts entirely cut 
off (which occurs when the face dampers are completely) 
closed) by opening the outside air damper beyond the 
minimum position to whatever amount 1s necessary to 
maintain the desired leaving temperature from the air 
washer. During this cycle the humidity controller oper- 
ates the washer in accordance with the moisture require- 
ments of the building. (In the event the humidity con- 
troller is set to maintain a humidity condition which 
would result in condensation on the glass block, a second 
controller located on the glass wall, reduces the humid- 
ity to a point where condensation will not occur. ) 

In the second cycle, when the outside air temperature 
rises above 55 deg. Fahr., it 1s of course no longer 
possible to hold a constant discharge temperature from 
the washer at 55 deg. by regulation of the pre-heater and 
outside air damper. At this point an outside controller 
automatically shifts control of the washer plant to a wet 
bulb controller. With a wet bulb below 55 deg. and a 
dry bulb above 55 deg., water 1s circulated in the two 
stage washer so as to maintain a leaving air temperature 
of 55 to 60 deg. During this time 100 per cent outside 
air is introduced. 

In the third stage it is not possible to maintain a 
leaving washer temperature of 55 to 60 deg. by either 
evaporative cooling or control of the minimum outside 
air damper position, and other means of cooling are 
necessary. This condition, however, occurs very intre 
quently since during the normal school year, high dry 
and wet bulbs are not often encountered. When such 
a condition is present, the wet bulb controller shifts 
control of the air washer to a temperature controller 
Pare 103) 
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Left to right: The relay panel for the control sys- 
tem; the air washer pump and three-way valve; and 
air washer discharge and water temperature controls 
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Sinall Home Heating Drive 


Heating, Piping and Air Conditioning Contractors 


































National Assn. Committee, in cooperation with 
manufacturers, plans FHA standards. Small house 


to be important topic at this years convention 


A NEW drive to capture the heating market peratures shall be the standard zone temperatures set 
for small homes is forecast by a recent meeting in Chi- forth in the 1940 edition of the Guide, American Society 
cago of the joint committee on small house heating of of Heating and Ventilating Engineers. 


“The heating equipment shall be of standard manu- 
a | | facture, as currently listed in manufacturers’ literature, 
TLE and guaranteed against manufacturing defects for a 
_— es | period of one year. For steam and hot water installa- 
—, = re tions, the boilers, radiators, piping, valves, etc., shall be 
sized in accordance with the Standards of the Heating, 
Piping and Air Conditioning Contractors National Assn., 
and for warm air heating, the size of the furnaces, reg- 
isters, ducts, fans, etc., shall be in accordance with the 
Standards of the National Warm Air Heating and Air | 
Conditioning Assn. (Jt will be noted from the above that 
boilers will be sized in accordance with the new I-B-R 
Kating and Testing Codes, since these codes are now 
contained in the Standards of the Heating, Piping and 
Air Conditioning Contractors National Assn.—Eb.) 
“The installation of the heating system shall comply 
in all respects with the Rules and Regulations of the 
National Board of Fire Underwriters and all state and 
local ordinances which may apply to the installation. 
‘All equipment in which fuel is burned shall be con- 
nected to a separate flue, which is to be built by others, 
of a size and height as recom- 


the Heating, Piping and Air Conditioning Contractors 
National Assn., in conjunction with representatives of 
the Institute of Boiler and Radiator Mfrs. and manufac- 
turers of steam specialties. 

The various plans suggested and acted upon at the 


meeting may help to make small house heating a main ‘ a 
¥ mended t » manufacturers o 
topic at this year’s annual convention of the Heating, ) d ”y the on cactures Radiator & 
. 7 . ‘ . . . . a i = ? e Ss . 
Piping and Air Conditioning Contractors National Assn. & €duipment. Construction (0 Boiler Men 


the flue) shall be in accordance 
with the Standard Ordinance for chimney construction.” 
Present at the conference were Edwin P. Ambler, 
chairman of the Heating, Piping and Air Conditioning 
Contractors National Assn. committee, S. L. Haas, Wm. 
J. Masoner and Jos. C. Fitts, the latter secretary of the 
association; T. D. Casserly, R. F. Connell and P. W. 
Vandenberg, representing The Institute of Boiler and 
Radiator Mfrs., and F. H. Gaylord, E, N. McDonnell, 
A. F. H. Scott and L. W. Wallace, representing manu- 
facturers of steam specialties. 


as it was last year. The convention will be held in New 
York City, May 27 to 31. 

One of the most important topics discussed at 
the meeting, held in the offices of the Chicago Master 
Steam Fitters Assn., April 9, was installation standards 
to be presented to the Federal Housing Administration 
and United States Housing Authority, with the view 
that the standards be included in the requirements of 
these two government agencies. In this connection, the 
following “Outline Construction Specifications” for small 
homes was adopted : 

“The heating contractor shall furnish and install all 
materials and equipment and perform all labor necessary 
to provide a complete heating system, guaranteed by him Above left—Wm. J. Olvany, president, and George H, Dickerson, 
retiring president, of Heating, Piping and Air Conditioning 


aintain an inside temperature of 70 deg. Kahr. in all : 
to maint _ an — le bean crat . t¢ ; g. ™ natin Contractors National Assn. at last year’s convention. The meet- 
habitable portions of the building. Exterior design tem- ing this year will be held in New York City, May 27 to 31 














The committee discussed the publication of a small 
house heating pamphlet to contain the Engineering 
Standards of the Heating, Piping and Air Conditioning 
Contractors National Association applicable to the small 
house, and the merchandising story that the contractor 
needs in selling this market. This pamphlet is also to 
contain sketches of typical layouts. 

It was decided that every effort should be made to 
contact local lumber dealers through the National Small 
Homes Demonstration, Inc. It was decided that the 
conference should call the attention of this small homes 
group to the necessity for including in the plans a utility 
room for those houses without an excavated basement. 

The conference considered the suggestion made at 
a Monday meeting, that a, communication be sent to 
the Council of the American Society of Heating and 
Ventilating Engineers concerning the necessity of estab 
lishing a standard method of figuring heat losses. The 
conference approved the suggestion. 

Mr. Ambler appointed the following as a committee to 
work out the engineering standards applicable to the 
small house, selecting them from the Engineering Stand- 
ards of the Heating, Piping and Air Conditioning Con 
tractors National Assn.: William W. Hubbard, Joseph 
C. Fitts, A. F. H. Scott and L. W. Wallace. 

The following committee was appointed to work out 
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the merchandising story: F. Il. Gaylord, S. L. Haas, 
IX. N. McDonnell, R. E. Moore and Martin Weil. 

The conference also recommended that the represen- 
tatives of the industry attempt to obtain representation 
on the Central Housing Committee in Washington so 
that the radiator heating industry would be represented 
by someone who 1s intimately acquainted with it. 





7 with the publication of a 


booklet containing the new I-b-R ratings for boilers 
(up to 20 in. grate width) of fourteen manufacturers, 
the Institute of Boiler and Radiator Mfrs. has an- 
nounced that a contract has been signed with the Un- 
versity of Illinois for the construction and operation of a 
research house at Urbana, Ill., in the interest of radiator 
heating. 

The booklet rates the boilers according to pertormance 
standards recently announced and outlined in detail im 
DomMESTIC ENGINEERING for January. 

Fourteen of the members of the institute, who are 
manufacturers of cast iron boilers and radiators, have 
subscribed a total of $50,000 to cover the cost of con- 
structing and equipping the research house at the Unt- 
versity of Illinois and assuring its operation for a mint 
mum period of three years. 

The purpose of this research program may be gen 
erally described as—tfirst, a study of the factors having 
to do with the installation, operation and maintenance 
of various types of heating systems and, second, a study 
of the factors pertaining to the atmospheric environment 
produced and maintained. 

A six-room dwelling is being erected for use in study 
ing the results obtainable with various types of installa 
tions, including, among other things, the following: 
1. Operating characteristics, such as balancing of sys 
tem; rate of heating up of rooms; systems of control; 
rate of heating up of units. 2. Costs and economies of 
operation. 3. Distribution of heat in all parts of house ; 
floor to ceiling air temperature gradients; inside surface 
temperature of walls, floor and ceifing. 4. Heat losses. 

The extensive laboratory equipment of the University 
of Illinois will be utilized to supplement the work which 
will be carried out in the research house, particularly in 
the development of technical data in connection with 
radiator heat. 

One important objective of the research program 1s 
to expedite the development of heating systems which 
will fit the restricted cost and space requirements of low 
cost residences. 

Another important part of this program comprises a 
review of the work which has been done by other insti 
tutions and agencies in connection with the science of 
heating, the analysis of which will form a valuable back 

(Continued on Page 104) 


At left-—The booklet issued by the Institute of Boiler and Radia- 
tor Mfrs. which lists boilers by fourteen manufacturers which 
have been tested and rated in accordance with the new I-B-R codes 
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Sewage Disposal 


To the Editor: 

Can you offer a suggestion as to how to handle the 
sewage for the building and property shown in the 
sketch (upper left hand corner of Fig. 5)? This 1s lo- 
cated in a small country town which has no sewage sys- 
tem. The brook shown in the sketch runs right under 
a part of the building. 

New Jersey. | ae 
To the Reader: 

Sufficient drainage is essential to insure correct opera- 
tion of the septic tank, and if we assume that this small 
brook often runs dry so that the discharge of the sewage 
directly into the brook would cause a nuisance, our solu- 
tion is to use a sewage disposal field such as that shown 
in Fig. 5. 

When laying out the filter field care should be taken 
to provide sufficient drainage to assure complete disposal. 
In porous soil 12 to 15 feet of special sewage disposal 
pipe is recommended per person served. In tight soil, 
capacity should be increased up to 20 feet per person 
with broken stone placed in a trench under the pipe to a 
depth of 12 inches. 

With an efficient septic tank, if ordinary tile is used, 
at least 20 feet per person should be installed, increas- 
ing to 30 or 40 feet in tight soil. As shown in Fig. 6 
joints should be spaced % inch apurt on branch lines, 
with a flat stone laid under each joint. These open 
joints are covered loosely to prevent dirt or gravel from 
falling into and clogging the line. 

On our reader’s sketch (Fig. 5) it is stated that 
the available land is 60 feet x 60 feet and this would 
permit the field to be about 30 feet long. In this case 
it can be assumed that the ground naturally slopes 
toward the brook and that the septic tank would be at 
the high end as illustrated. The sewage line from the 
house would have to be carried under the floor across 
the creek and emptied into the septic tank. 

Depending upon the quality of the effluent when it is 
ejected from the tank, and upon the absorption ability 
of the soil, it is sometimes advisable to place underdrains 
beneath pipes in the disposal field as in Fig. 6. 


To the Editor: 

I wish to thank you very much for your coopera- 
tion in regard to my inquiry on sewage disposal 
; . Your engineer’s assumptions regarding our 
special problem were all correct, and in studying 
over your answer, believe it to be the only practical 
solution. 

Yours very truly, 
J. DLN. 
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Fig. 5—Enlarged detailed view of disposal field suggested for 
the building shown in upper left hand corner inset 


Questions for Readers 


The following problem was presented in the March 
issue for solution by readers: 

A residence using 680 ft. of steam radiation receives 
its heat from a high pressure line coming into the base- 
ment, where it connects to the heating-system through 
a reducing valve. The return or condensate is run to 
waste through a steam trap. How can we determine the 
cost of the steam used? 

A great many of the answers submitted were sub- 
stantially correct, in that they proposed to measure the 
pounds of steam used by weighing or otherwise measur- 
ing the condensate. A clear and more or less complete 
solution is presented below. 

“Both condensation meters and steam flow meters are 
manufactured which would give the answer. A close 
approximation could be obtained by letting the steam 
trap discharge into a tank of some kind with a graduated 
scale on the inside so that whenever the tank is emptied 
the depth of water on the scale would indicate the num- 
ber of pounds of water in the tank. 

“If you want only a single measurement to approxti- 
mate the amount used, you might collect the waste from 
the steam trap for a 24 hour period and measure it. The 
number of gallons «& 814 would give the number of 
pounds of steam.” 


How Does a Radiator Heat? 


Is it theoretically correct to say that the radiator itself 
emits heat by radiation and conduction only and not con- 
vection; the latter being one of the ways a radiator emits 

heat to surrounding objects? 
Send your answer to the Editor, 
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DOMESTIC ENGINEERING, 1900 
Prairie Avenue, Chicago, Ill. Five 
dollars will be paid for the answer 
selected for publication. 


Fig. 6—Method of underdraining pipes 
in the disposal field 
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REQUIRE LESS OTEAM 
10 INSURE COMFORT 
IN BOSTON BUILDING 


Cash Value of Steam Savings Is 
$5,671 in Three Years with 
Webster Moderator System 


USED BY F. W. WOOLWORTH CO. 


Heating Needs of 5 and 10 Cent 
Store and Many Office Suites 
Met Evenly and Rapidly 


NEW SYSTEM PAYS FOR ITSELF 


Boston, Mass.—In the Phillips Build- 
ing, well-known Boston office building, 
the cost of a Webster Heating Moderni- 
zation Program was recovered out of 
steam savings in less then three complete 
heating seasons. 

The first floor of the Phillips Buildin 
is tas by a 5 and 10 Cent Store o 
the F. W. Woolworth Co. The basement 
is used for merchandise storage. Re- 
maining floors are rented as office space. 


In 1934, Warren 
Webster & Company ,; 
was asked to investi- 
gate the heating in- | 
stallation to deter- | 
mine the es gabon A 
for improved heating 
service with modern 
heating system con- 
trols. ebster Engi- 
neers reported that a 
Webster Moderator ie 
System would meet "lier 
the diverse heating 
urements of the 
Phillips Building and 
in addition would 
pay for itself out of 
savings effected. 

A Webster Heating Modernization Pro- 
gram was authorized by Mr. H. Grund- 
man, Superintendent of Construction for 
the F. W. Woolworth Co., in New Eng- 
land, and completed on December 3, 1934. 
‘From the time the installation was 
completed until March, 1937, when the 
modernized system had paid for itself, 
the reduction in steam consumption had 
the following cash value: 




















Phillips Building 
Boston, Mass. 





SEE ‘sive nesvedacdivnadecd $1,423.42 
PE scupaesetsepervtevaes 2,280.97 
RES csncrcactdedanasiunes 1,966.63 

$5,671.02 


The Cleghorn Co., of Boston, acted as 
modernization heating contractors. There 
is a total of 8,200 sq. ft. of installed direct 
radiation. 

In Atlanta, Ga., another building of 
he F. W. Woolworth Co. has saved 
$1,814.67 during the last five years with 
~ Webster Hylo System of Steam Heat- 
ng. 


Plan now to get your share of this profitable heating modernization work—jobs like those described above. 





DOMESTIC ENGINEERING 


MODERNIZED HEATING 
GUTS GOAL GUoTo IK 
4 COUNTY BUILDING. 


Webster Moderator System Helps 
Clinton County Board to Save 
$493.73 in Three Months 


BETTER STEAM DISTRIBUTION 


Supply of Steam to Four Heating 
Zones Accurately Controlled 
from One Central Point 


HEATING COMFORT INCREASED 


Plattsburg, N. Y.—The Clinton om | 
Board of Supervisors met here in April, 
1937, to consider proposals for moderniz- 
ing the heating plant in the county 
building group. 

After careful study from all angles, 
a passed a resolution calling for a 
Webster Heating Modernization Program 
which it was estimated would effect an 
annual saving of 118 tons of coal. The 
program included application of a central 
Webster Moderator Control to the heat- 
ing of four buildings—the Sheriff’s House 
and Jail, Court House, County Clerk’s 
Building ard County Treasurer's Building. 























Clinton Country Buildings, Plattsburg, N. Y. 


Left to right: Sheriff's House and Jail, Court House, 
County Clerk’s Building, County Treasurer's Building 


A Webster Moderator System, control- 
— 4,755 square feet of installed direct 
radiation, was installed by the Dock and 
Coal Company, Inc., of Plattsburg, in 
time for the 1937-38 heating season. 

Fuel savings for the first three months 
with the modernized heating system 
amounted to 58 tons of coal, having a 
cash value of $493.73. 

Heating service is noticeably improved. 
The supply of heat to all four heating 
zones is regulated from one central] point. 
The Webster Moderator System meets the 
varying heating needs of the four build- 
ings, with comfortable even temperatures 
during the coldest weather and without 
overheating during periods of mild 
weather. 
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2 MILWAUKEE STORED 
BET BETTER HEATING 
AT REDUCED GOo! 


Webster Moderator System Helps 
Schuster’s Mitchell St. Store 
to Save 15% on Coal Costs 


ALL SECTIONS HEATED EVENLY 


130 New Webster Syiphon Traps 
Installed in Third St. Store 
as Part of Modernization 


CORRECT OLD HEATING FAULTS 














Milwaukee, Wis.—How department store 
heating problems can be solved with a 
Webster Moderator System of Steam 
Heating has been demonstrated in two 
Milwaukee stores of Ed. Schuster & Co., 
Inc. 

Formerly hard to heat, Schuster’s Mit- 
chell Street Store brought its heating 
installation up-to-date in 1936 with a 
Webster Moderator System. There was 
an immediate improvement in steam 
distribution, with all sections of the store 
receiving steam evenly and rapidly. 
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Mitchell Sr. Srore. 
adove 


Third Srreet Store, 
right Pa 


Ed. Schuster & Co., Inc., Milwaukee, Wis 


The results were so satisfactory that 
a second Webster Moderator System, in- 
cluding new Webster Sylphon Traps for 
130 radiators, was installed in Schuster’s 
Third Street Store in 1938. 

Charles Billenness, Purchasing Agent 
for Schuster’s, says: 

“Coal consumption has been reduced 
15 per cent in the Mitchell Street Store 
Although it is too early to know the 
exact savings figure in the Third Street 
Store, we are well satisfied with the 
improved heating service.” 

The Mitchell Street Store installation 
contains 21,972 sq. ft. of installed direct 
radiation and was made by William F. 
Noll, Heating Contractor. The installa- 
tion in the Third Street Store, containing 
24,733 sq. ft.. was made by Thomas E. 
Hoye Heating Co. 


For additional 


fact stories on results of Webster Heating Modernization Programs, write today for 64-page book ‘Performance Facts.’ 


WARREN WEBSTER & CO., CAMDEN, N. J. EST. 1888 


Pioneers of the Vacuum System of Steam Heating. Representatives in 65 principal U. S. Cities 
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Two Ohio officers visit at the ‘Mich- 

igan convention in Grand Rapids: 

Herman Eckhardt, Cleveland and 
Henry Saunders, Dayton 


N. Y. Code Fails 


New York State master plumbers 
are expressing keen disappointment af 
the failure of the state legislature to 
pass the much discussed state-wide 
plumbing code bills before it adjourned 
March 30. 

Several plumbing bills of varying im- 
portance and diverse features were in- 
troduced during the three-months’ ses- 
sion, but the two which the New York 
State Association of Master Plumbers 
were sponsoring and pushing energetic: 
ally were the Young and the Feinberg 
bills. 

The Young bill was considered the 
more important. 

This bill, described as an act to 
amend the public health law and the 
general city law in relation to rules, 
regulations and licenses for persons en- 
gaged in the business of plumbing, 
drainage and sewerage, provided for 
county licensing and examiming boards 
with power to license all plumbers in 
the state. 


C, ontractots 


News of Men : 


Mich. Convention 


© Smash Old Fixtures theme is 
emphasized at annual meet- 
ing 
“A Grand Job in Grand Rapids” was 
the theme of the opening address of 
the 48th Annual convention of the 
Michigan Assn. of Master Plumbers. 
The talk was delivered by Walter Sack, 
assistant city manager, Grand Rapids. 
The title was taken from the article 
published in the May, 1939, issue of 
Domestic Engineering describing the 
outstanding work accomplished in pro- 
tecting the health of school children 
and residents of Grand Rapids by the 
active application of the ideas con- 
tained in the “Smash Old Fixtures” 
campaign. In discussing the work of the 
Grand Rapids plumbing inspection de- 
partment, headed by Albert Swartz, 
chief plumbing inspector, in coopera- 
tion with the local plumbing industry, 
the exceptional results achieved in 
eliminating back-siphonage contamina- 
tion through obsolete and insanitary 
fixtures was given special emphasis. 
The actual efforts involved in the 
campaign to improve Grand Rapids 
plumbing began approximately a year 
ago. At the convention, it was reported 
that efforts are being continued and 
much further progress has been made 
in the direction of eliminating all possi- 
bilities for water contamination through 


Associations Events 


cross connections and back siphonage. 

Over 200 members and guests regis- 
tered at the convention, which was held 
April 24 and 25. The following officers 
and directors were elected: Floyd Tem- 
ple, president; J. A. Deal, vice presi- 
dent, and Howard Reed (reelected), sec- 
retary. 

The principal resolution urged local 
associations to establish apprenticeship 
committees and to draft local standards 


Walter Sack 


in accordance with the National Ap- 
prenticeship Standards. 

Out of state visitors included: Henry 
Blank, president, N.A.M.P.; Henry Saun- 
ders, president, Ohio association; Vic 
Killian, president, Illinois association; 
Wm. R. Brookman, secretary, Illinois 
association; Herman Eckhardt, secre- 


Principals at Michigan convention: Frank Lent, national director; Howard Quibell, past president; Howard Reed, reelected secre- 


tary; Olin C. 


secretary, Central Supply Assn. 


Eckley, secretary, Plumbing & Drainage Manufacturers’ Assn.; V. J. Killian, Illinois president; W. E. McCollum, 





* is one of the panel heating 

Gret-lol Me) ME i¢-telel.bactme Gelb stort 

vn Pipe) in the residence of Mr 

ison Bingham Hull, owner and 
itect, Winnetka, Illinois. 


YOUNGSTOWN PIPE CONTRIBUTES TO 
LIFETIME SERVICE ON PANEL HEATING JOB 


A panel heating job is one of the toughest pipe assign- 
ments in the heating business. All work is concealed 
and a life time of service is the normal expectation. 


Youngstown is an ideal pipe for such exacting require- 
ments. Steel made for this particular product, is rolled 
into pipe with exacting care. It is of uniform quality and 
threads easily. Each length of Youngstown Pipe is 
hydrostatically tested. 


Even for the unusual jobs you can pick Youngstown 

Pipe and be sure you're protected. The owner will get 

his money’s worth, the architect will 

have no comebacks, and you, the con- 

tractor, will keep your costs down to 

THE your estimate, and get the job in as 


4 planned. 
4 Ask your distributor for Youngstown Pipe and Tubu- 
& lar Products - Sheets - Plates - Conduit - Tin Plate 


Bars - Rods - Wire - Nails - Tie Plates and Spikes. 


SHEET AND TUBE COMPANY clades 


Manufacturers of Carbon and Alloy Steels 


| General Offices - YOUNGSTOWN, OHIO 
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DOMESTIC 


MEET THE SPECIFICATIONS 


PROFITABLY 


WITH 


moaine 


COPPER CONVECTORS 








When you are figuring a convector job——there is a dif- 
ference between merely meeting specifications —and 
meeting them profitably. 
Your bid may be figured on the basis of using any of a 
number of reputable makes of convectors . . . all of 
which will meet specifications. But if you want to 
make the most profit from the job, there’s only one 
choice Modines! 
Here are some of the many reasons why bidding 
Modines on the job means more profit for you... 
Modines have the manually-installed enclosure front 

attached in 30 seconds without tools. That saves 
you 10 to 25 minutes labor-time on every Modine in- 
stalled. It counts up fast. All Modine Recessed, 
Floor Cabinet and Wall Cabinet types have this profit- 
plus feature—and it doesn’t cost you any more. 
Adjustable Catches on all Modine Recessed Convectors 
insure proper fitting and quick, easy attachment of 
enclosure fronts, even where there are plaster line 
irregularities. 
Instead of two, Modine has three standard models of 
Recessed Convectors. The new Projection Front model 

. designed to give more radiation in walls of only 4- 
inch stud depth . . . often takes the place of two ordi- 
nary recessed convectors. 

Make more money with Modines—write for litera- 
ture. 


Your phone book lists Modine representative's name 
in ‘‘Where to Buy It’’ section under Heating Apparatus. 
MODINE MANUFACTURING COMPANY 
1722 RACINE ST. RACINE, WISCONSIN 








NO TOOLS TO USE 
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MODINE HAS THREE STANDARD 
MODELS OF RECESSED CONVECTORS 


FLUSH FRONT 


Recessed Convec- 
tor has perfectly 
flat front install- 
ed flush with fin- 
ished wall; occu- 
pies no floor 
space. 








ae 
FRONT 


Recessed Convec- 
tor has enclosure 
rear-half recessed 
in wall to depth 
of 4in. Forward 
of plaster dimen- 
s nm may be 3'% 

or § '6 in. depend- 
ing on size of 
heating unit se- 
lect 





PROJECTION FRONT OFTEN TAKES PLACE OF TWO 
ORDINARY RECESSED CONVECTORS—A 72<¢ or 914 in. 
heating unit will go into a 4-in. stud wall—-enclosure front 
projecting 3'2 or 5'4 in. into room forward of plaster line 
and overlapping all edges so as to be self-trimming. 


oOdIne 


MANUALLY REMOVABLE ENCLOSURE FRONT 
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PANEL FRONT 
Recessed Convector 
has front project- 
ing 1% in. from 
wall. Permits using 
heating unit 1 *; in. 
deeper than wall 
recess space. 
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tary, Ohio association; Wm. E. McCol- 
lum, secretary, Central Supply Assn. 

A speaker from the Michigan Social 
Security Department explained iu con- 


siderable detail the various require- 
ments imposed upon employees to 


qualify under Michigan unemployment 
laws. It was pointed out that in Michi- 
gan, an employee must satisfy four re- 
quirements before being eligible, three 
of which are set up by the Federal 
Government. First, he must register 
for work and must be able to perform 
second, he must file a claim for 
third, he must have served a 
period; 
earned at 


work; 
benefits ; 
weeks’ statutory 
and fourth, he must 
least a prescribed amount within a defi- 
nite period prior to unemployment. 
Because unemployment benefits § in 
Michigan are paid on the basis of 
amounts received by employees, it was 
interestingly pointed out that bonuses 
such as those which are paid at Christ- 
mas or at the end of the year, increase 
considerably the earnings of the em- 
ployee in question for that specific 
period. Since the bonus increases the 
employee’s rate, the amount the unem- 
ployed person receives automatically is 


waiting 
have 


two 


increased because it is based on his 
maximum benefit rate. 
Mr. McCollum discussed the back- 


ground of the plumbing and heating in- 
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dustry and described the essential func- 
tions of the different branches. He 
gave emphasis to the idea of telling 
what our industry has done to promote 
healthful, sanitary, convenient, econom- 
ical and efficient plumbing and heating 


equipment. 
Mr. Killian gave a very interesting 
talk based on the question as to the 


future of his business. He pointed out 
that while installations are important, 
the sale of equipment and materials is 
of greatest importance. “The 
job we have to do is sell merchandise.” 
He asked if all are keeping up with the 
times and gave emphasis to fast-moving 
conditions in modern life 
new song hit, played 


biggest 


changes and 
by citing how a 
on the radio tonight, is picked up by 
every major band in the country and 
heard everywhere 24 hours later. The 
speed of communicating information 
and ideas is 
creased demands upon members of our 
industry both in keeping in touch with 
developments and in making these de- 
velopments available to the American 


public whom we serve. 


representative of the in 


In order to be present at the meeting, 
President Blank flew from Galveston to 
Grand Rapids. In his talk, he discussed 
conditions in other parts of the country 
and told how conditions in the Midwest 
are far superior to those in other sec- 
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tions. Some of his observations were 
drawn from experiences encountered re- 
cently in trying out a plan of assisting 
their 


work 


local and state associations in 

organization 
through field 
tive. He that 


ment was not successful and urged his 


membership and 
the 


pointed out 


use of a representa- 


the experi- 


listeners to continue their efforts to- 


ward further improvements. 
An address by Olin C. Eckley, sec- 
retary. Plumbing and Drainage Manu- 


facturers’ Assn., portrayed the need for 
discussed the 
the Fed 
the 
plumbing 


more plumbing codes. He 
splendid cooperation given by 
Administration in 


eral Housing 


direction of Inaintaining 
standards through its insistence that all 
FHA 


requirements of 


properties financed with insured 


loans must meet good 


plumbing as prescribed by local plumb- 


ing ordinances and inspectors 


Sticker Decision 
the 
ordinance was held before the 


A hearing on Dayton, Ohio 


“sticker” 


Montgomery County Court of Appeals 


on April 15. Attorneys for the city. 


who have been seeking the removal of 
a temporary restraining order that was 
issued almost a year ago against the 


city’s enforcement, believe that a deci 


sion will be rendered within the next 


month 


Leaders and guests at the Michigan convention (top row): Albert Swartz, chief plumbing inspector, Grand Rapids; Anthony DeBoer. 


state plumbing inspector; L. R. Williams, E. O. Williams, Judge A. V. Moss, and John Toth, all of 5. Macomb; L. 


Glen Shields. 


associate sanitary engineer, Detroit; Robert Colton, Detroit; Thomas Arnott, Detroit; Robert Rowand, Charlotte; A. Ruiter, H. L. 
Wheeler, J. Freye, H. Ruiter, and Iver Nelson, all of Greater Muskegon; (second row): Robert Dick, Lead Industries Assn.; W. S. 


Ames, Flint; R. E. Redman, president, C. M. Schlenker, vice-president, Harrie M. Reed, secretary, F. C. 


Sturmer, past president, 


and Howard Reed, all of Jackson; Charles Taylor, Crane Co., J. A. Ziesse, Henry B. Struhs, and S. Merdzinski, all of Grand Rapids: 
H. H. Smart, local secretary, F. J. Temple, new state president, Lloyd Thornton, local vice-president, all of Pontiac; (third row) : 
Wm. G. Boales, manufacturers’ agent, Detroit; Gus Engelhart, jobber, Flint; R. K. Neilward, U.S. Radiator Corp. Detroit; W. T. 


Andrews, jobber, Detroit; Glenn Waid; L. G. Crugher, Scott Valve Co., Detroit; O. Freiert. 
Hafke. Detroit; B. C. Hecox, J. A. Sexauer Mfg. Co., Inc.. Wm. E. Horn, Detroit; W. H. Banninga, presidem, W. L. 
president, Dale Tenny, and D. J. Kidder, all of Greater Muskegon. 


Alpena : PD. Seott. 


Alpena; Walter 


Tennyv. vice- 
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Speakers at Virginia convention: Pres. J. C. Pettigrew; John J. Shanahan, general con- 
vention chairman; W. A. Brecht, president of Plumbing and Heating Industries Bureau; 
Colgate W. Darden, Jr., U. 5S. representative 


Va. Progress 


® Convention of Virginia As- 
sociated Plumbing and Heat- 
ing Contractors draws lar- 
gest attendance in history 


More than 200 attended the seven- 
teenth annual convention of the Vir- 
ginia Associated Plumbing and Heating 
Contractors at Ocean View, Norfolk, on 
April 15 and 16. 

The speakers were led by national 
Pres. Henry S. Blank, who told the con- 
vention he had accepted the invitation 
to come, in spite of a very full pro- 
gram, because of Virginia’s great suc- 
cess during the past year, which 
included more than doubling their mem- 
bership. 

The keynote speaker was the Hon. 
Colgate W. Darden, Jr., representing 
the Second Virginia District in the 


United States Congress. Mr. Darden 
had been asked to speak on Federal 
and state fair trade and resale price 
laws. He outlined the provisions of the 
Miller-Tydings Act. 

First speaker of the afternoon ses- 
sion was Wm. J. Olvany of New York 
City, president of the Heating, Piping 
and Air Conditioning Contractors Na- 
tional Assn., who told of conditions in 
the heating industry throughout the na- 
tion from personal observation on a 
coast-to-coast tour, 


Stress Merchandising 

Following Mr. Olvany, W. A. Brecht, 
president of the Plumbing and Heating 
Industries Bureau started his talk with 
an outline of the activities of the bu- 
reau and then stressed the necessity of 
aggressive advertising and merchandis- 
ing activities if the long-established 
method of distribution, which has 
served the public so well, is to survive. 





The Tuesday morning session opened 
with a general discussion of industry 
problems by representatives of manu- 
facturers, wholesalers and contractors 
doing business in Virginia. This was 
followed by reports of state Pres. J. C. 
Pettigrew and the chairmen of stand- 
ing committees of the state association 
and representatives of the various loca] 
associations, These reports reflected the 
remarkable growth in numbers and ac- 
tivities of the state association and its 
subsidiaries during the past year. 

Executive Manager B. Y. Kinzey, 
speaking on “The State of the Plumbing 
and Heating Industry in Virginia,” said 
that the streamlining of business is ab- 
solutely necessary for survival against 
chain-store and dtu competition. He 
pointed out that the duplication of func- 
tions has increased distribution costs, 
and made competition with the chain 
stores and mail-order houses more diffi- 
cult. He pointed out that, in reaching 
the public, plumbing and heating ma- 
terials must be manufactured, they 
must be warehoused and distributed 
and they must be retailed to the pub- 
lic, that the chain stores and mail-order 
houses do not eliminate any of the 
functions performed by the old estab- 
lished industry. 

Officers elected for the ensuing year 
are: W. W, Ellett, Richmond, president; 
W. D. Sams, Norfolk, first vice-presi- 
dent; L. B. Snead, Danville, second 
vice-president; W. J. Baumback, Arling- 
ton, third vice-president; J. S. Beeler, 
Strasburg, W. J. Bloomfield, Farmville, 
W. E. Bookhultz, Washington, D. C., E. 
A. Brizzolara, Orange, E. E. Collins, 
Arlington, W. S. Farley, Danville, E. M. 
Lowe, Roanoke, C. P. Martin, Char- 
lottesville, A. W. Oliver, Portsmouth, J. 
C. Overacre, Lynchburg, J. C. Pettigrew, 
Richmond, and J. J. Shanahan, Norfolk, 
directors. 


j 
At lowa convention: top row: F. G. Braconier, G. F. Pinski, G. L. MeCarten, all of Dubuque; Earl August, Fairfield, A. Peatman. 
Centerville, A. C. Eads, Burlington; G. J. Palmer, new state treasurer, Ames, Henry C. Weber, Wisconsin state president; Walter 
A. Frey, state secretary, Ft. Madison, Roy P. Kerker, state president, Davenport. Second row: Quinn Albright, W. L. Wilson, both 
of the A. Y. McDonald Mfg. Co., Dubuque; Tom Carson, Washington, Roy Jenkins, Oskaloosa; H. J. Bruns, state vice-pres., H. N. 
Labbitt, state director, both of Sioux City; Louis Smid, B. A. Kubias, both of Cedar Rapids; C. R. Nuss, H. F. Schwartz, both of 


Burlington 
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HERE tur UNUSED MILEAGE 
INANY USED truck 


—CAN BE BOUGHT WITH 


\¢ HEN International dealers and 
branches sell mew trucks they are all 
INTERNATIONALS. They are qual- 
ity trucks. Owners buy Internationals 
with the confidence established by a 
34-year reputation. 

When International dealers and 
branches sell used trucks they sell a// 
makes—and experience has taught 
them that the same regard for value 
must be maintained, the same regard 
for owner-confidence that applies to 
the sale of new International Trucks. 

Let’s say the truck shown here be- 
longed to Tom Brown. Tom is faced 
with a bigger hauling contract and he 
has switched to a new truck. His used 


truck is ready for a new owner. Mile- 
age was built into it, and the Interna- 
tional dealer or branch has given it a 
thorough reconditioning. You can put 
your own name on this truck and 
count on receiving exceptional value 
in UNUSED mileage. 

International dealers and branches 
know the used truck problem must be 
handled with exactly the same fairness 
to you that goes with the purchase of 
every new International. Whatever 
the make, mileage, or price—you will 
receive top value. 

Ask any International dealer or 
branch about the After-Sale Service 
Agreement. 


INTERNATIONAL HARVESTER COMPANY 


(INCORPORATED ) 


180 North Michigan Avenue 








Chicago, Illinois 
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‘Yood Trucks 
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NEW Trucks and USED Trucks 
international sizes 
range from Half-Ton to 
powerful Six-Wheelers 
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At Minnesota convention: first row, left to right: T. W. Merryman, national director, and Wm. J. Woolley, president, Maid- 
O’-Mist Co. Inc. Chicago; Joseph Brah, Milwaukee; A. B, Anderson, pres., Central Supply Assn.; Hugo E. Guntzell, pres., Min- 





neapolis Assn. Second row, left to right: Wm. Carlson, first vice-pres., Minnesota Assn.; Wm. L. Neihart, pres., Minnesota Assn.; 


Joseph Worscheck, mgr.. Minneapolis branch, Kohler Co.; 


Minn. Annual 


© Neihart reelected — Merry- 
man boosts Plumbing and 


Heating Week Idea 


Members of the Minnesota Master 
Plumbers Assn., meeting in their 46th 
annual convention in the Hotel Nicollet, 
Minneapolis on April 15 and 16, took 
part in a well-arranged program which 
included talks by many men prominent 
in the plumbing and heating industry 
among them Walter Kohler, Jr., secre- 
tary of Kohler Co.; A. B. Anderson, 
president of the Central Supply Assn.; 
H. Merwin Porter, past N.A.M.P. presi- 
dent; T. W. Merryman, national di- 
rector, and Dean F. M. Dawson, direc- 
tor of the Iowa Institute of Hydraulic 
Research. 

Among the out-of-state guests were 
Henry C. Weber, Wisconsin president; 
Louis R. Schmaus, Milwaukee presi- 
dent; Joseph Brah, Milwaukee, and 
Wm. R. Brookman, Illinois secretary. 

Perry S. Williams, executive vice 
president of the Minneapolis Civic and 
Commerce Assn., declared that the 
plumbing business has always been in 
the hands of men who have had the 
interests of the public health at heart. 
He said it is now time for the master 
plumbers to take the public into their 


confidence and acquaint them with the 
difficulties confronting the industry. He 
pointed out that nearly all business is 
under attack at this time and that 
business men, through their associa- 
tions, are now realizing the need for 
telling the public about business. 

A. B. Anderson, president of the Cen- 
tral Supply Assn., talked on the topic, 
“Are Our Interests Alike?’ He de- 
scribed the volume of business, extent 
of inventory, etc., of the companies com- 
prising C.S.A. membership to illustrate 
the importance of the wholesaler’s func- 
tion. He stated that each branch of 
the industry is dependent upon each 
other branch, and stressed the need for 
confidence and loyalty in all branches. 


Kohler Talks Prices 


The address of Walter Kohler, Jr., in- 
volved a discussion of the low present- 
day prices of typical plumbing and heat- 
ing items. Combining all plumbing and 
heating, he showed that today’s aver- 
age prices are 21 per cent below the 
average of 1926. While prices were 
being reduced, he pointed out, quality 
was being improved. 

Mr. Merryman’s talk, entitled “Tell 
the Public,” was a continuation of ad- 
dresses he had made before the Illinois 
and Wisconsin conventions. In these 
discussions he had emphasized the need 
for publicizing and advertising the regu- 


Anton Yager. St. Cloud and Adolph Shetka, St. Paul 


larly established plumbing and heating 
industry, and had recommended new 
and modern sales arguments. 

At Minneapolis, Mr. Merryman car- 
ried these points forward and suggested 
concrete methods for securing this pub- 
licity and advertising. He reiterated 
many of the ideas first outlined in a let- 
ter to Domestic ENGINEERING (April, 
Pages 31 and 32) on the proposed Na- 
tional Plumbing and Heating Weeks. 
He suggested the institution of a series 
of local Plumbing and Heating Weeks 
the exhibits for which would travel 
from city to city. Contractors then 
would tie in at each locality. 

Mr. Merryman dwelt upon the need 
for the contractor to “modernize him- 
self.” He urged the contractor to take 
a leading role in the business and civic 
life of his community and to cooperate 
with other business men in pursuing 
mutual objectives. 

Dean Dawson gave an illustrated talk 
on the dangers of improperly installed 
plumbing fixtures, and told of progress 
by the National Testing Laboratory. In 
this connection, a resolution by Wm. J. 
Lang, coordinator of testing for the lab- 
oratory, was approved. This resolution 
called upon manufacturers to present 
their devices to the laboratory for test- 
ing. 

Among the other featured speakers 
were Homer Yetman, Lead Industries 
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bree CAN pick off quick profits in the fastest growing field in the building 
industry with the brand new Master Pembroke Bath and two new Ideal 
Oil Boilers. They'll carry you up to a new sales peak with the rising demand 
for quality heating and plumbing in small homes. 

All three have extra features that mean easy sales. The new Master 
Pembroke Bath retains everything that made it popular, PLUS an improve- 
ment that makes the front rim a comfortable seat. 

Two moderately priced cast iron Ideal Oil Boilers ... No. 6 and No. 8... 
give you an edge on small home heating. Both can be ready-equipped for 
abundant, year-’round domestic hot water with Bilt-in Taco Heater using the 
Taco-Abbott System. 

And there’s the new Summer Finance Plan for modernization jobs. You can 
install Amsricay Heating Equipment, or a combination of Amsricay Heating 
Equipment and “Standard” Plumbing Fixtures and tell your customers they 
needn’t pay a cent until October 15th. Even then they have up to three years 
to pay on easy monthly terms. For “Standard” Plumbing Fixtures alone, the 
usual Finance Plan applies. Both plans bring cash to you on installation! For 
details consult your Wholesale Plumbing Distributor or write to us. 


American & Standard 
Rap1ator ™ Sanitary 


NewYork CORPORATION Pittsburgh 


Cast Iron & Steel Boilers & Furnaces for Coal, Oil, Gas * Radiators * Plumbing Fixtures & 
Fittings * Air Conditioners * Coal & Gas Water Heaters * 
Pipe & Fittings * Oil Burners * Heating Accessories 
(opyright 1940, American Radiator & Standard Sanitary Corporation 





SMALL HOME FIELD 


O> 


into the 






New Master Pembroke Bath: set) this perfect bathroom 
combination for small homes. Marledge Lavatory F-305-ST, 
Master Pembroke Bath P-2227-I, and new Cadet Closet F-2 100. 
Inset shows new Master Pembroke Bath P-2227-NR. Beautiful 
modern design retains all the features that have made this bath 
so popular. Roomier bathing. Flatter bottom for safety. Two 
inches lower. PLUS & flat front rim inches wider providing a 
comfortable seat. Here’s luxury bathing for the modest home 








New Ideal Oil Boiler No.6 New Ideal Oil Boiler No. 8 


Low cost high quality cast Smartly jacketed moderate 
iron boiler. Shipped com- priced boiler of improved 
pletely assembled including design. Burns oil more efh 
built in steel combustion ciently. Saves fuel. Tight, 


chamber. Fire-box sur- iron-to-iron joints prevent 
rounded entirely by water infiltration of air and escape 
top, sides and bottom. Many of odors. Installed radiation: 
other features. Installed ra- 390 sq. ft. to 810 sq. ft 
diation: 375 sq. ft. steam steam--625 sq. ft. to 1295 
600 sq. ft. water. sq. ft. water 


*bisit our building and exhibit at the New York World's Fair 


Ask for Wr. Frank Stubbs. the American Nrandard”” Exchihit Manager 
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Assn.; H. G. Wallin, Copper & Brass 
Research Assn.; W. A. Ritt, secretary 
of the Minnesota Electrical Council; 
Frank E. Woodward, public health engi- 
neer for St. Paul. 

Wm. L. Neihart, St. 
elected president; Wm. Carlson, Minne- 
apolis, reelected first vice president; 
Alex Plaunt, Minneapolis, named sec- 
ond vice president; H. C. Harvey, Min- 
Alfred 
Arnold 


Paul, was re 


neapolis, reelected treasurer; 
Wiik, elected secretary. E. Y. 
is executive secretary. 

Directors are Hugo Guntzell, George 
Westman, R. E. Sudheimer, John 
Healey, O. A. Skogg, M. E. De Rosier, 
J. A. Gavin, Herman Dornack, W. A. 
Augustinack, E. W. Toye and Wm. 
Galena. 


R. I. Convention 


© Members hear plumbing in- 
dustry leaders at annual ban- 
quet 

The Rhode Island State Assn. of 
Master Plumbers met for its annual 
convention and banquet April 16 in 
Providence. The passage of resolutions 
and other business were slated for ac- 
tion at a later meeting. 

The following officers were reelected: 
James A. Dunn, Riverside, president; 
George J. Masse, Woonsocket, vice 
president; George E. Reinsant, Paw- 
tucket, secretary; E. S. Woodmancy, 
Jr., Providence, treasurer. Chester F. 
Lees, Providence, was named financial 
secretary. 

Speakers at the banquet were C. B 
Nash, vice president and director of 
publicity for American Radiator & 
Standard Sanitary Corp.; James Dwyer, 
eastern division manager for Crane Co.; 
Franklin E. Darling, secretary of the 
Massachusetts association; J. B. Skau, 
national director. 

Mr. Nash spoke encouragingly of the 
future prospects of the master plumber, 


Throng at annual dinner of Minnesota Master Plumbers Assn., 


DOMESTIC ENGINEERING 


At Rhode Island convention: (back row) George Reinsant, Pawtucket, secretary; J. B. 

Skau, Hartford, Conn., national director; Chester F. Lees, Providence, financial secre- 

tary; Everett S. Woodmancy, Jr., Providence, treasurer; (front row) J. A. Dunn, River- 
side, president; George J. Masse, Noonsocket, vice president 


advising his listeners to “follow on; 
carry on; do not weaken, and look 
hopefully to the future.” He emphasized 
that plumbing and heating prices today 
are low, while quality and value are 
high. 

Mr. Skau stated that master plumbers 
have spent the best part of their lives 
in developing a specialized industry. 
His point was that this investment must 


not be lost, and that every master 


plumber must fight for his rights and 
continue to protect the nation’s health. 


Speaking on the future of the plumb- 


ing industry, Mr. Dwyer foresaw bright 
years ahead. He stressed the develop- 
ment by the manufacturing branch of 
new and improved products, and empha- 
sized the duty of the contracting branch 
to explain these products to the public. 

Donald Schively, secretary of the 
Connecticut Utilities Merchandising 
Committee, outlined the plan of co- 
operation between the Connecticut Mas- 
ter Plumbers Assn. and the utility. 
Through cooperation, sales jumped from 
$48,696 in 1933 (the first year of the 
plan) to $133,000 in 1937. 


held in Minneapolis in connection with the group’s convention 
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for Parkchester—the 
world’s largest housing project 


HEN you recommend flush 

valves for your jobs we be- 
lieve it might be helpful to con- 
sider the same factors that were 
weighed when Watrous Flush 
Valves were selected for Park- 
chester. 


In presenting the merits of Wat- 
rous Flush Valves for Parkchester, 
we based our case on the assump- 
tion that: 

l. They wanted the maximum 
value in tenant satisfaction. 

2. They wanted equipment that 
would last as long as the amor- 
tization period of the building. 

3. They wanted to eliminate main- 
tenance troubles. 


THE IMPERIAL BRASS MFG. CO., 123] W. Harrison St., Chicago, Il. 


4. They wanted equipment that 
would cut operating costs wher- 
ever possible. 


5. They wanted to keep the cost 
of the project down. 


We consider it one of the finest 
tributes that Watrous Flush Valves 
have ever received that the Board 
of Design approved the selection 
of Watrous for this huge project. It 
represented, so far as we know, 
the largest order ever placed for 
flush valves—over 12,275 units. 


Write for complete information 
on Watrous Flush Valves, includ- 
ing a copy of “A Scientific Method 
of Silencing Flush Valves.” 
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@The Board of Design for the amazing 
development which the Metropolitan Life 
Insurance Co. is now constructing on a site 
covering 46 city blocks in the Bronx consists 
of: R. H. Shreve, Chairman, Shreve, Lamb 
and Harmon—Architects; Andrew J]. Eken, 
President, Starrett Brothers and Eken, Inc., 
Contractors; Gilmore D. Clarke, City 
Planning and Landscape Engineer; Irwin 
Clavan, Architect; Robert W. Dowling, Vice- 
President, Starrett Brothers and Eken, Inc., 
Contractors; George Gove, Manager of 
Housing Projects, Metropolitan Life Insur- 
ance Co.; Henry C. Meyer, Jr., Meyer, 
Strong & Jones, Inc., Consulting Engineers. 


Plumbing Contractor is J. L. Murphy, 
Inc., New York City. 


When completed there will be 51 apart- 
ment buildings totaling 42,000 rooms, 
separated into 12,275 apartments of from 2 
to 5 rooms. There are also stores, theatre, 
garages, parks with playgrounds, wading 
pools, roller skating paths, hand ball and 


softball courts. 

















WHOLESALERS OF PLUMBING MATERIALS 
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At Iowa convention: top row, left to right: George M. Burt, Bridgeport Brass Co.; Frank 

Wiedeman. Hedges-Walsh-Weidner Div., Chattanooga, Tenn.; Harry France, J. A. Sexauer 

Mfg. Co., Inc., New York City; H. E. Goss, Davenport, lowa branch mgr. of Crane Co.; 

H. H. Simmons, Crane Co., Chicago. Second row: A. H. Berndt, Youngstown Sheet & 

Tube Co.; Joseph Hintz, pres. Davenport Master Plumbers Assn.; L. V. Mills, Webster 

City; P. G. Carroll, Kewanee Boiler Corp.; C. B. Nash, vice-pres. American Radiator & 
Standard Sanitary Corp. 


lowa Convention 


Meeting at their annual convention in 
Burlington, April 22 and 23, the mem- 
bers of the Iowa State Master Plumbers 
Assn. heard interesting and educational 
addresses by men well known in the 
industry. 

Opening the program, Pres. Roy P. 
Kerker read a well-prepared paper on 
the evolution of the plumbing industry, 
an evolution which has given the mas- 
ter plumber a basic role in modern civi- 
lization. Following this, he gave a de- 
tailed report of state activities during 
the past year, urging members to pro- 
mote the passage of better sanitary 
laws throughout the state. 

H. H. Simmons, manager of advertis- 
ing and sales promotion for Crane Co., 
Chicago, spoke on the value of window 
and store displays. He explained a new 
dealer display agreement developed af- 
ter a survey of home owners in a typ- 
ical city. According to the survey, every 
home owner queried named one or 
more of the three leading manufac- 
turers of plumbing fixtures, but only 
one per cent could tell definitely which 
of the eight leading plumbing establish- 
ments of the city sold any of the three 
nationally advertised fixtures. Mr. Sim- 
mons urged master plumbers to identify 
themselves with the products which 
they handle 

Henry C. 
dent, spoke briefly on state plumbing 


Weber, Wisconsin  presi- 


codes, emphasizing the need to educate 
state legislators to the fact that the pri- 
mary purpose of a plumbing code is to 
protect the health of the public. Mr. 
Weber stated he had found that most 
legislators are honest and sincere and 
glad to assist in the passage of any 
laws that they are convinced are de- 
signed for the real good of the people. 
He warned against the insertion of re- 
strictions whose primary purpose is not 
the protection of health. 

A second state president-—V. J. Kil- 
lian, Illinois urged the master plumb- 
ers to emphasize the merchandising 
‘ather than the installation end of the 
business. He described the assault of 
chain and dtu interests on the mer- 
chandising business of plumbing con- 
tractors, comparing it with similar as- 
saults on other lines. 

The final speaker was Edward Mon- 
teath, St. Louis, national vice-president, 
who spoke on the topic, “What Value is 
My Membership in the National Asso- 
ciation?” In this discussion he com- 
pared his membership to an insurance 
policy upon his business. He paid trib- 
ute to the founders of the national as- 
sociation and men who have carried the 
work through to the present. Mr. Mon- 
teath also expressed confidence in the 
ability of the plumbing industry to 
prove its innocence in the present Fed- 
eral anti-trust proceedings. Concluding. 
he described the work of the various 
committees in the national association 


Os 





Among the other speakers were Wm. 
R. Brookman, Illinois secretary, (the 
value of organization); Emil Ost, Mis- 
souri secretary, (greetings from his as- 
sociation): C. B. Nash, vice-president 
and director of publicity for American 
Radiator & Standard Sanitary Corp. 
(value of advertising); Robert Dick, 
Lead Industries Assn. (use of lead in 
plumbing installations.) 

Roy P. Kerker, Davenport, was re- 
elected president, and W. A. Frey, Ft. 
Madison was again named secretary. 
H. J. Bruns, Sioux City is vice-president 
and George J. Palmer, Ames, is treas- 
urer. L. V. Mills, Webster City, J. W. 
London, Dubuque, Tom Carson, Wash- 
ington were named directors 


Kansas Convention 

Principal topic of discussion at the 
annual convention of the Kansas Master 
Plumbers Assn., held April 7 and 8 in 
Topeka, was the formation of a state 
code. In the first day’s session,- which 
was open only to members, Pres. Andrew 
J. Bachofer dwelt on the subject in his 
report, and advised members to work 
for the code as a protection to public 
health. The second day’s session was 
addressed by Payne Ratner, governor of 
Kansas, who also expressed his willing- 
ness to cooperate with the state associa- 
tion in forming a state sanitary code. 

Among other speakers at the conven- 
tion were C. B. Nash, vice-president and 
director of publicity for American Radi- 
ator & Standard Sanitary Corp., Mrs. E 
D. Hornbrook, past national president 
of the auxiliary, and Wm. Hayes of At- 
chison, Kansas. 

A. J. Bachofer of Salina was reelected 
president; Wm. Sheahan of Topeka was 
elected first vice-president, and Henry 
Dunaway of Wichita was reelected treas- 
urer. The office of second vice-president 
was created, and Wm. Hayes of Atchi- 
son was elected to that position. 

(Photographs taken at the convention 
were reproduced in Plumbing and Heat- 
ing News for April.—Ed.) 


Southern Calif. 


Considerable time at the April meet- 
ings of the Los Angeles Merchant 
Plumbers Assn. was devoted to ways 
and means of assuring the attendance 
of a substantial number of Los Angeles 
master plumbers at the state conven- 
tion in San Francisco on May 13 to 16 
Pep talks by President Flynn, Past 
President Breer and others were aimed 
wittily at the ladies. The speakers ex: 
tolled the pleasures awaiting those that 
made the trip to the convention—and 
incidentally to the world’s fair—and 
urged the ladies to persuade their hus 
bands to “go to the convention and take 
their wives along.” 
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G&C ALL COPPE 
_ meget, ga Tankless WATER HEATER 


The ALL-COPVER Tankless 
Water Heater has 

Ka electric welded, 

water shell Smooth 
surface eliminates sediment 
collection It is light in 
weight, well insulated. Made 
for 4 gal and 6 gal per 
minute delivery of hot water 
100° rise in temperature 


G4C ALL COPPER 
Submerged Coil 
STORAGE TANK 


ALL-COPPER Sub 
merged Coll Storage Tank ts 

velded. Coll in tank 
eliminates pipe radiation 
loss It combines features 
of Instantaneous Heater and 
Storage Tank Furnished 
Horizontal only in capacities 
of 25-30-40-50-65 gal. Lar 
ver sizes on specification 





G4C COPPER & COPPER 
SILICON RANGE BOIL- 


A : ERS & STORAGE TANKS 
COPPER and COPPER Silicu ange , Lon 
8) Tanks by GAt ire guaranteed wrarefine _ " water 


for 20 years Designed for vari 
requirements 


West 3rd Street : South Boston, Mass. Ne Oe aoe 
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Uniflow Deep Well 





SHALLOW 


Uniflow Shallow Well Pumps 
start at $40.00 list, systems at 
$47.00; built in 4 styles and from $104.00 in 2 
10 sizes to fit any pocketbook 
put you in position to out- 
sell any competition. You 
can sell Uniflow Products quiet deep well head 
with confidence. They are on the market with 
real performers. absolute confidence. 


ASK ABOUT OUR 


UNIFLOW MFG. 


pocketbook and put 


from $84.00 up and systems 
and 14 sizes to meet any 


position to get more profit- 
able business. Sell the most 


P SOFTENER 


Uniflow Softeners are avail- 
able in 4 styles and 40 sizes 
to give you a big edge on com- 
petition. There’s nothing to 
equal the simplicity and de- 
pendability of Uniflow’s recon- 
ditioning method. Low prices. 
Free water analysis, 
free Water Treatment 
Engineering Service. 


Pumps 
models 


you in 
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DRAINERS 


Uniflow Junior (1800 G.P.H.) 
and Senior (3000 G.P.H.) 
Cellar Drainers prepare you 
for any domestic cellar drain- 
ing job. They are built for 
instant service at any time- 
you install ’em and forget 
‘em. Priced at $39.50 and 
$54.00 list. 























OIL BURNER CORP. 


H ERC Dept. D, Lancaster, Pa. 


I would like to know more about the Herco Retroactive 
Sales Agreement and how it might mean profit for me. 
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N addition to a reputation for 

building fine oil burners Herco 
has a reputation for fair dealing 
with its dealers... contracts that 
are mutually beneficial. 

The new Herco Retroactive Sales 
Agreement offers you the imme- 
diate advantage of quantity price, 
plus retroactive credits on increased 
volume of business. It is a fair, 
penalty-free contract under which 
Herco and the Herco dealers work to- 


gether for mutual benefit and profit. 
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Ala. Convention 


® Ray named president—Drive 
to extend examination and 
registration 


C. Lester Ray, Dothan was elected 
president of the Alabama Assn. of Mas- 
ter Plumbers at the annual convention 
in Montgomery on April 22. He suc- 
ceeds James L. Pope of Montgomery. 

Mr. Ray’s election was a tribute to 
the work of the Southeast Alabama 
Master Plumbers Assn., of which he is 
president, in improving trade conditions 
in the Dothan area. The contractors in 
this area are organized almost 100 per 
cent and brought most of their mem- 
bers to the state convention. E. T. 
Moody also of Dothan was elected vice- 
president. J. H. Hamill of Birmingham 
was reelected treasurer for the twelfth 
year. A secretary will be appointed by 
the president. 

Two resolutions were passed. One 
complimented the work being done by 
the National Plumbing Laboratory and 
urged all manufacturers to submit their 
materials and devices to this laboratory 
for test and approval as to quality and 
safety features. 

Another resolution provided for the di- 
vision of the state into a dozen zones 
with one or more zone vice-presidents 
in charge. It is hoped that this plan 
will result in the better organization of 
the whole state and bring about im- 
proved conditions. Zone vice-presidents 


named were: G. H. Stevens, Dothan; J. 
Burtelotta, Mobile; James Pope, Mont- 
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gomery; R. A. Whitten, Dadeville; R. 
L. Wooley, Montevallo; John Bloch, 
Marion; John O’Brien, Selma; Charles 
Mandy, Birmingham; Charles Wehby, 
Birmingham; Shorty Rogers, Tusca- 
loosa; G. H. Russell, Florence; John 
Carr, Gadsden, and Dave London, 
Huntsville. 


Representing the national association 
Joseph C. Keim, Dayton, Ohio, discussed 
the Federal indictment of individuals 
and associations in the plumbing in- 
dustry. 

Kenneth Perrine, attorney for the 
Birmingham association, explained how 
successfully the state board of plumb- 
ers examination and registeration 
operating in Birmingham. It is now ap- 
plicable only to the three larger cities 
of Birmingham, Mobile and Montgom- 
ery, and he suggested that other coun- 
ties and cities could be included by get- 
ting a local bill passed through the leg. 
islature. Several other cities will seek 
to have the law extended to them also. 


Obituarios 


W. J. Kohler 


Walter J. Kohler, 65, 


was 


chairman of the 


board for Kohler Co., Kohler, Wis., and 
a former governor of Wisconsin, died 
April 21 at his home, Riverbend. Mr. 


Kohler was born in Sheboygan, where 
he attended the public schools. At the 
age of 15 he went to work in the en- 
ameling department of Kohler Co., 
which had been founded in 1873 by 
his father. 





At convention of the Alabama Assn. of Master Plumbers: James L. Pope, retiring pres- 
ident; C. Lester Ray, new president; J. H. Hamill, treasurer, and E. T. Moody, vice 
president 


died (1900), the 
carried on the 
burned down 
after they took 


When their father 
three Kohler brothers 
business. The plant 
just a few months 
charge, construction 
was started on a new building. Wal- 
ter J. Kohler became president of the 
company in 1905, serving until his elec- 
tion as board chairman in 1937. 

In 1928 Mr. Kohler was elected dele- 
gate to the Republican national conven- 
He was drafted for the governor- 
1928 Other 


but a year later 


tion. 


ship in and was elected. 





activities included a regency in the 
W. J. Kohler 

University of Wisconsin and a trws- 

teeship in Lawrence College at Apple- 

ton. He was a vice president of the 


National Assn. of Manufacturers and a 
director in other industrial groups. He 
was active in clubs and charitable ac- 
tivities. He was an aviation enthusiast. 
He held an honorary master’s degree 
awarded by the University of Wiscon- 
sin, and a fellowship in the Society of 
Arts and with 
the building of Kohler as a 
dustria] town. 

Mr. Kohler is survived by his widow 
and four sons--John Michael, Walter J., 
Jr., Carl J. and Robert E. Kohler. Also 
surviving brother, Herbert V. 
Kohler, president of the company; three 
sisters and nine grandchildren. 


Sciences in connection 


model in 


are a 


J. H. Winters 


John H. Winters, 70, 
plumbing contractor of Denver, 
cently. He had been a member of the 
plumbing industry for 50 years, and was 
active up until his retirement a year 
ago. Surviving Mr. Winters his 
wife, three sons, a daughter, two broth- 


known 
died te- 


well 


are 


ers, two sisters and eight grandchildren 


J. A. Gregory 

James A. Gregory, 71, veteran plumb 
of Richmond, Va., died 
He was active 


ing contractor 
at his home 
in fraternal organizations, and was well 


recently. 
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known in the plumbing industry. Sur- 
viving Mr. Gregory are his three sons, 
one daughter, three brothers and seven 
grandchildren. 


Samuel Dodson 


Samuel Dodson, 63, for many years 
engaged in the plumbing business in 
Atlantic City, N. J., died in that city 
recently. He is survived by two daugh- 
ters. 


W.D. Armor 


William D. Armor, 74, for 50 years a 
plumbing contractor in Gettysburg, Pa., 
died at his home April 7. Mr. Armor 
was active in many fraternal organiza- 
tions, and is survived by his wife, four 
sons and one daughter. 


M. P. Miller 


Max Paul Miller, 61, for years asso- 
ciated with Warren Webster & Co. as 
district representative, died April 8 in 
Baltimore, Md. He is survived by his 
wife, two daughters, two brothers and 
a sister. 


J. W. Thompson 


John W. Thompson, 63, master plum- 
ber of Jersey City, N. J., died April 11. 
Mr. Thompson was a past president of 
the Master Plumbers Assn. of Jersey 
City, and was active in building circles 
of that city. He was a member of sev- 
eral fraternal organizations. Surviving 
him are his wife, three children and 
four sisters. 


J. J. Mullaney 


John J. Mullaney, 63, died at his home 
in Lowell, Mass., April 7. He was ac- 
tive in the plumbing industry for many 
years, was a member of the Massachu- 
setts Assn. of Master Plumbers, and 
secretary of the state board of regis- 
tered plumbers. He is survived by two 
daughters, two sons, and a grandson. 


F.C. Kamprath 


Fred C. Kamprath, 82, plumbing con- 
tractor of Buffalo, for more than 50 
years, died March 30. Mr. Kamprath 
was one of the oldest members of the 
Master Plumbers Assn. of Buffalo. He 
also took an interest in many other ac- 
tivities. Three sons survive-—Walter 
G., Fred A., and Oliver A. Kamprath. 


A. M. Douglas 


Anson M. Douglas, 64, plumbing con- 
tractor and city plumbing inspector of 
Dallas, Texas, died April 9. Mr. Doug- 


las was a member of the American So- 
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ciety of Sanitary Engineering, and had 
been active in the industry for many 
years. 


H. H. Diedesch 


H. H. Diedesch, 69, well known in 
master plumber circles, died recently in 
Chicago. He was secretary of the 
North and West Side Master Plumbers 
Pleasure Club for many years. His 
widow survives him. 


Convention Dates 


May 4—IDAHO—Annual convention of 
the Idaho State Master Plumbers Assn.; 
to be held in Idaho Falls, with head- 
quarters at the Bonneville Hotel. 


May 4-12 —STOKERS— Annual coal 
show sponsored by Chicago Coal Mer- 
chants Assn. and annual National House 
and Garden Exposition; to be held in the 
Coliseum, Chicago. 

May 5-7 —- OKLAHOMA — Annual con- 
vention of the Oklahoma Master Plumbers 
Assn.; to be held in Tulsa, with headquar- 
ters in the Tulsa Hotel. 

May 6-7 — KENTUCKY — Annual con- 
vention of the Kentucky State Assn. of 
Master Plumbers; to be held in Ashland, 
with headquarters at the Henry Clay 
Hotel. 

May 6-7—COLORADO—Annual  con- 
vention of the Colorado Society of Sani- 
tury and Heating Engineers; to be held 
in Denver, with headquarters in the 
Shirley Savoy Hotel. 


May 7-98—INDIANA — Annual conven- 
tion of the Indiana Assn. of Master 
Plumbers; to be held in the Hotel Lin- 
coln, Indianapolis. 


May 8-10.—NEW YORK.—Annual con- 
vention of the New York State Assn. of 
Master Plumbers; to be held in New 
York City, with headquarters in the 
Hotel Pennsylvania. 








May 9-10 — COAL — Third annual An- 
thracite Conference; to be held in Pack- 
ard Auditorium, Lehigh University, 
Bethlehem, Pa. 


May 10-11—C.S.A.—Spring convention 
of the Central Supply Assn.; to be held 
in French Lick, Ind., with headquarters 
in the French Lick Springs Hotel. 


May 13-14—FLORIDA—Annual conven- 
tion of the Florida State Assn. of Mas- 
ter Plumbers and Heating Dealers, and 
annual convention of the Women’s Aux- 
iliary; to be held in Orlando, with head- 
quarters in the Orange Court Hotel. 


May 13-16.—CALIF.—Annual conven- 
tion of the California State Assn. of 
Master Plumbers; to be held in San 
Francisco, with headquarters in the Pal- 
ace Hotel. 


May 14-17—HEATING—Annual meet- 
ing of the National District Heating 
Assn.; to be held in French Lick, Ind. 


May 15—CONNECTICUT—Annual con- 
vention of the Connecticut Assn. of Mas- 
ter Plumbers; to be held in New Haven, 
with headquarters in the Hotel Taft. 


May 15-16 — INSULATION —Annua! 


meeting of the National Mineral Wool 
Assn. to be held in Chicago. 


May 20-22 — A.G.A.E.M.—Annual con- 
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vention of the Assn. of Gas Appliance 
and Equipment Manufacturers; to be 
held in French Lick, Ind., with head- 
quarters at the French Lick Springs 
Hotel. 


May 20-22—PENNSYLVANIA—Annua! 
convention of the Pennsylvania Assn. of 
Master Plumbers; to be held in Altoona. 
with headquarters in the Penn-Altw 
Hotel. 


May 21-24—PRODUCERS'’ COUNCIL— 
Annual meeting of the Producers’ Coun- 
cil with the convention of the American 
Institute of Architects, to be held in 
Louisville, Ky., with headquarters at the 
Brown Hotel. 


May 21-24—SMOKE—1940 convention 
of the Smoke Prevention Assn.; to be 
held in St. Louis. 


May 24-25—-NEW JERSEY—Annual 
convention of the New Jersey Assn. of 
Master Plumbers; to be held in Asbury 
Park, with headquarters in the Hotel 
Berkeley-Carteret. 


May 27-31—H.P.A.C.—Annual conven- 
tion of Heating, Piping and Air Condi- 
tioning Contractors National Assn.; to be 
held in New York City, with headquar- 
ters in the Hotel Pennsylvania. 


June 6-7—STOKERS—Annual meeting 
of Stoker Manufacturers Assn.; to be 
held in Hot Springs, Va., with headquar- 
ters in the Homestead Hotel. 


June 8, 9, 10— WHOLESALERS — An- 
nual convention of the Plumbing and 
Heating Wholesalers of New England, 
Inc.; to be held in York Harbor, Me., with 
headquarters at the Marshall House. 


June 10-13—N.A.M.P.—Annual conven- 
tion of the National Assn. of Master 
Plumbers; to be held in Cincinnati, with 
headquarters in the Hotel Gibson (Hote! 
Sinton is official hotel). 


June 14—FANS—Regular meeting of 
the National Assn. of Fan Manufac- 
turers; to be held in White Sulphur 
Springs, Va. 


June 17-20-—A.8S.M.E.—Semi-annua|! 
meeting of The American Society of Me- 
chanical Engineers; to be held in Mil- 
waukee, with headquarters at the Hotel 
I’fister. 


June 17-19—A.8S.H.V.E.—Summer con- 
vention of the American Society of Heat- 
ing and Ventilating Engineers; to be 
held in Washington, D. C. 


June 22— DELAWARE — Annual con- 
vention of the Master Plumbers Assn. of 
Delaware, Inc.: to be held in Rehobeth. 


June 27-20—NORTH CAROLINA—An- 
nual convention of the North Carolina 
Assn. of Plumbing and Heating Contrac- 
tors; to be held at Wrightsville Beach 


July 26-—-MARYLAND—Annual outing 
of the saltimore Progressive Master 
Plumbers Assn. of the State of Maryland, 
Inc.; to be held at Beachwood Grove. 


August 20-23—A.8.S.E.—Annual con- 
vention of the American Society of Sani- 
tary Engineering; to be held in Wilming- 
ton, Del., with headquarters in the Hotel 
Dupont. 


Sept. 18-20-——-N.1.A.A.—Annual confer- 
ence of the National Industrial Adver- 
tisers Assn.; to be held in Detroit, with 
headquarters at the Hotel Statler. 


October 16-18 — ENAMEL —Annua! 
Forum of Porcelain Enamel Institute; to 
be held at the University of Illinois, 
Urbana. 
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SCAIFE Craftsmen have the knowledge, 
the experience and the modern equip- 
ment to build better Range Boilers— 
and the fact that they do so is first 
proved by the relentless tests every 
Scaife Boiler must pass in our separate 
Inspection Department. After the beat- 
ing our Boilers take in this tough spot, 
the second test of quality comes easy— 
the consumer’s own test, over the 
Boiler’s lifetime! That's when Scaife’s 
dependable range boiler quality comes 
into its own—making the best of all 
reasons why you should order SCAIFF 
for every installation! 





Representatives in Principal Cities 


WM. B. SCAIFE & SONS CO. 
General Offices, Laboratory and Works—OAKMONT, PA. (Pittsburgh District) 





MAKES PossiBLe THIS VWew low-price 
HOT WATER HEATER for No. 3 Oil 





Here's the answer to the fractional burner problem for hot water heaters—the amazing 
Scott-Newcomb invention that burns as low as '/2 g. p. h. of No. 3 fuel oil without nozzle 


clogging. 


The combination of the new Scott-Newcomb Model EMB burner and Type “C”" water 
heater, enables you to get high efficiency, low stack temperature and perfect atomization 
of oil. It’s the greatest development of its kind in the industry—the result of 10 years of 


development work. 


Model “C” Direct Fired Heaters are complete for year ‘round service. They may also 
be used as small hot water or steam boilers for heating; they are adaptable for furnishing 







scoTT 
SCOTT-NEWCOMB 


f 

Hos o full line © 
seeeusre olf burnes 
1/2 to 20 gal- 


MrI"TaelLe ons per hour. 


Priced to Meet 
All Competition 





steam to cleaning and pressing shops. They meet the 
needs of a large and varied market, yet have the 
advantage of low initial cost and low cost operation. 

Get extra sales and profits for yourself with this 
new low-priced hot water heater. Write to Scott- 
Newcomb today for full information. 


SCOTT- NEWCOMB, INCORPORATED 
1923 Pine St. St. Louis, Mo. 


“I 


WHERE Perfection 


IS AN EVERY-DAY 


Achievement! 














Model “C” 
S/N Hot Water Heater 


Made in two capacities of copper 
beoring steel (galvanized) tank, 
10 gauge shell, '/,” heads tested 
to 300 Ibs. pressure; 20 gauge 
jacket insulated with mineral wool. 
Finished in green enamel with black 
trim. Equipped with the new S/N 
model EMB burner. 


oe 













































002.2 a ieReagora 
























— ee = e — & = 
~ 


oe ae SRT ty - 


* 





—_ ge 


: 
. 
aes | ee ‘ts Co | ee 


74 





















re, a 


= 


= 


































coe 











KENN 





DOMESTIC ENGINEERING 


AYTON.(P’ttter you 


New WELLS to Conquer! 


m Chances are you have some customers whose deep wells, 
heretofore, have been “problems.” Now you have the answer 
in the Dayton line of Jet Pumps—so a new and highly profitable 


field is opened to you. 





—— 


— 


In addition to the recognized advantages of the jet principle, 
Dayton has many EXCLUSIVE features. The impeller shaft has a 
heavy duty double-row ball bearing on the upper end of the 
shaft. An improved type of seal eliminates the old style ring-type 
packing box. A compound gauge is furnished with each pump, 
ALL castings are hot-dipped galvanized. 

There are sizes and types to meet practically any require- 
ment. You can have the same confidence in Dayton Jet Pumps 
as in the entire Dayton line of Pumps and 
Water Softeners. Write for information. 


Manufactured ‘by 
THE DAYTON PUMP & MFG. co, DAYTON, onto” 


ight on the first test 


OU can’t afford make-over time these days. 
Your best insurance against leaking threads 


or faulty operation of valves and pipe fittings is 
to use Kennedys on,every job. Their threads are 
clean, sharp, accurately aligned, and have ample 
chamfer, and their bodies are of dense homogene- 
ous perfect metal. 


Kennedy Valves and Pipe Fittings help to make 


Send for 


the 


Kennedy Catalog 


The Kennedy Valve Mfg. Ce. 
Elmira, N. Y. 


EDY VALVES 4» PIPE FITTINGS 


speedy, creditable and profitable jobs. They are 
always sold at standard market prices and are 
obtainable from your local supply house. Be sure 
to insist on them. 








































Harvey Whipple (left), new president, and 
Frank H. Dewey, retiring president, Oil 
Burner Institute 


Water Tanks 


The Non-Ferrous Hot Water Tank 
Manufacturers Assn. recently has issued 
a new pamphlet on specifications for 
non-ferrous range boilers and hot water 
storage tanks used for heating or stor- 
ing water under street pressure. 

The specifications are stated to be 
based upon a laboratory study conducted 
by the association, and upon observa- 
tions of field performance of hot water 
tanks in service over a long period of 
years under different conditions of in- 
stallation and operation. 

The standards of specifications are 
based upon performance tests, workman- 
ship and details of design, rather than 
upon thickness of materials, etc. Each 
tank is to be stamped with the manu- 
facturer’s name or trade mark; the 
rated capacity in gallons, the test pres- 
sure of the tank in Ibs. per sq. in.; work- 
ing pressure of the tank in Ibs. per sq. 
in.; month and year of manufacture or 
serial number of the tank. 

Each tank is to withstand vacuum or 
external pressure of not less than 14 Ibs. 
per sq. in.—with no visible permanent 
distortion. The tank shall have an ulti- 
mate strength sufficient to withstand a 
hydrostatic pressure 25 per cent higher 
than the rated test pressure. A fatigue 
test is also stipulated. 


Anniversary 


Standard Supply Co., Inc., St. Peters- 
burg, Fla., celebrated its 15th anniver- 
Sary at a meeting of 150 contractors and 
Other guests in the Orange Court Hotel, 
Orlando. John Kohler, Kohler Co., 
Kohler, Wis., and S. L. Laird of C-I-T 


Corp. were the principal speakers. 
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O. B. I. Annual 


© Oil Burner Institute elects 
Whipple president at annual 
meeting in Buffalo 


Oil Burner Institute held its annual 
meeting on April 2 at the Statler Hotel, 
Buffalo, and elected Ray G. Whipple 
(Harvey-Whipple, Springfield, Mass.) 
president for the coming year. Mr. 
Whipple succeeds Frank H. Dewey (Gar 
Wood), who held the office for two 
years. Other officers elected were: first 
vice president, E. P. Bailey (National 
Airoil); second vice president, J. H. 
O’Brien (Petro); and secretary-treas- 
urer, C. F. Curtin. 

C. E. Lewis (Delco) was elected to the 
board of directors for three years and 
other members re-elected to the board 
for the same period are: Herbert Gillis 
(Branford), J. A. Lattner (Century), 
H. C. Little (H. C. Little), J. H. O’Brien 
(Petro), J. H. Van Sciver (Bethlehem 
Doe), and C. B. Tamm (Heil). 

Members of the executive committee 
elected for the year are: E. P. Bailey, 
Frank H. Dewey, C. E. Lewis, M. A. 
Powers (Timken), A. F. Reif (Rexoil), 
F. H. Van Blarcom (Lynn) and Ray G. 
Whipple. 

Retiring President Dewey 
that the membership was stronger in 
numbers and influence than and 
that the institute’s budget was balanced. 
He referred to the strong position the 
industry had built and paid tribute to 
the confidence expressed by the industry 
in O. B. I. 


reported 


ever 


Legislation 

The board decided to carry out the 
recommendations on advancement of 
Commercial Standards CS75-39 as ap- 
proved at the industry meeting in Cleve- 
land in January and endorsed by O. B. I. 
at that time. 

Attention was given to adverse leg- 
islation and the new licensing 
bonding law in New York City was dis- 
cussed at length. 
voted for a study and interpretation of 
this bill and steps to be taken will re- 


and 


some Funds were 


immediate attention of the 


75 


ceive the 





executive committee and the legislative 


committee. 

In the evening the institute held its 
annual dinner, which was 
Allan F. Reif was chair- 
Lewis 


seventeenth 
well attended. 
man of arrangements and C. E. 
head table 
Edward P. Cooney, president of the Air 
Conditioning Council of Western New 
York, Frederick W. Kendall, Jr., 
president of the Buffalo Oil Burner 
The speaker, Edwin B. George, 
economist on the staff of Dunn 
Bradstreet, chose trade practices for his 


toastmaster. At the were 


and 


Assn. 
and 
subject. Honor guests were the mayor 
of Buffalo 
Mr. Dewey for his services to the insti- 


and the fire commissioner. 
tute received from the members a gold 


desk clock. 


Chicago Bowling 

A banquet in the Knickerbocker Hotel 
11 wound up the first season 
Plumbing and Heating 
League. Pres. 


on April 
of the 
Industries 


Chicago 
Bowling 





(;. F. Fischer receives two trophies for the 
victorious James B. Clow & Sons team. 
Charles Pratt, Dole Valve Co., president 
of the league. is in background 
Charles Pratt, Dole Valve Co., revealed 
that the club had had a very successful! 
and that next 
will find many additional teams in the 


season indicated season 
group. 

The James B. Clow 
Sloan Valve Co 
the wholesaler and manufacturer groups 


& Sons and the 


teams won trophies in 


respectively. 
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Adams to D. E. 


Bruce EK. Adams, formerly head of 
Adams Engineering Co., Chicago, has 
joined Domestic ENGINEERING as adver- 
tising representative. Mr. Adams, who 





Bruce E, Adams 


sold Adams Engineering Co. several 
months ago, has had long experience in 
the plumbing and heating industry. 


L. A. Golf 


The Los Angeles Merchant Pumbers’ 
Association Golf and Bridge Club is one 
of the most active social organizations 
in the west coast plumbing and heat- 
ing industry. It is composed of master 
plumbers, manufacturers and jobbers. 

The club is more familiarly known as 
the First Thursday Club because its 





DOMESTIC ENGINEERING 


members get together the first Thurs- 
day of each month for a match play 
handicap golf tournament, followed by 
an afternoon of cards and refreshments. 
The club has met without interruption 
since January, 1933, when it was organ- 
ized by a group of Los Angeles men 
headed by Tom Hogan, Lou Remy. 
Harry Cary, Ed Carroll and John 
Hokom. 

While one of the inflexible rules of 
the First Thursday Club is “no shop 
talk,” the golf tournaments and card 
parties have paid dividends in the way 
of forming new friendships, cementing 
old ones more firmly and welding the 
entire group into one of the most suc- 
cessful social organizations of the in- 
dustry on the Pacific Coast. Another 
ironclad rule is “no women” at either 
the golf tournament or the social affair 
that follows. 

Tom Hogan is president; Earl Mc- 
Keen, secretary; Ed Willardson, chair- 
man of golf handicap committee; and 
Karl Stice, chairman of the entertain- 
ment committee. The present member- 
ship totals 60. 

The April tournament was staged at 
the Rancho Country Club on April 4. 
The May tournament was to take place 
at the Flintridge Country Club, near 
Pasadena, on May 2. April net scores: 


D. Hinkley...... 70 P. Patterson ... 71 
ee... ves Se ee SEL. oe ws eas 73 
Kk. Wells ....» 41 BE. McKeen 74 
A. Milliken . . 1 KE. Stice 74 
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I. Willardson .. 74 G. Gingrich .... 77 
. Cees. wae 2 ee 78 
i Sa ere 74 A. Lundberg .. 7 
a Beer: 68. sas FE ae eee eee cs TE 
CC, Meme ..c.s a oe Dee. Ls. & 
H. Siemers ..... Te Do BOVORRR 2c. R0 
P. Keenan ..... 76 A. Sanford ..... R4 
5. Fee 8k ks 76 =F. Schilling ... 5 
H. Fielden ..... 77 


Fan Convention 

The National Assn. of Fan Manufac- 
turers, at the annual meeting in Chi- 
cago on April 11, elected E. Szekely, 
president; H. Mathis, vice president: 
and L. O. Monroe, secretary-treasurer 
for the ensuing year. 

The next regular meeting of the as- 
sociation is to be held at White Sulphur 
Springs, Va. on June 14. 


Stoker Annual 


EK. C. Sammons, president of the 
Stoker Manufacturers Assn., has an- 
nounced the appointment of the follow- 
ing members to serve on the annual 
meeting committee: J. M. McClintock, 
H. L. Bilsborough, C. M. Lewis and John 
Munro. Mr. Munro will also serve as 
chairman of the golf committee which 
conducts the tournament of the associa- 
tion held each year during the annual 
convention. 

The committee will meet in Chicago 
soon to prepare a program for the an- 
nual meeting, which will be held at Hot 
Springs, Va., June 6 and 7 in The Home- 
stead Hotel. 





The board of directors of Oil Burner Institute present at the assoviation’s annual meeting in Buffalo are left to right, standing: 


J. L. O’Brien, Cleveland Steel Products Corp.; 


M. A. Powers, Timken Silent Automatic Co.: Earl Marr, Franklin Oil Heating, Inc.; 


Ross Sherman, Silent Glow Oil Burner Corp.; J. H. Van Sciver, Bethlehem Foundry & Machine Co.; Ed. Hayes, May Oil Burner 
Corp.; A. E. Pierce, General Electric Co.; Stan Brown, Electrol, Inc.; Harry Tapp, Gilbert & Barker Mfg. Co. Seated, left to 
right: C. F. Curtin, O.B.1. secretary; J. H. O’Brien, Petroleum Heat & Power Co.; F. H. Van Blarcom, Lynn Products Co.; Frank 
H. Dewey, Gar Wood Industries; Ray Whipple, Harvey-Whipple, Inc.; C. E. Lewis, Deleo Appliance Div., General Motors; and 


Ed. Bailey, National Airoil Burner Co. 
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Motor for Six Applications 


to Simplify Stocking and Installation Problems — 





One motor for 110-volt or 220- 
volt, single-speed operation 








This same motor with suitable 
control for 110-volt or 220-volt, 
two-speed operation 








This same motor with a G-E speed 
regulator for 110-volf or 220- 
volt variable-speed operation 





Enjoy This Flexibility by Using G-E Fan and Blower Motors 


OU will like this permanent-split capacitor-motor 

for unit heaters and blowers because it will greatly 
simplify your application. Using this motor you get the 
benefits of standardization, plus a motor that will fit 
practically every one of your direct-connected fan jobs. 
This motor is dual voltage—it will operate on either 110 
or 220 volts—and can be base mounted, resilient mounted, 
mounted on extended through-bolts, or mounted on a 
pedestal or saddle adapter. Addition of a simple control 
gives two-speed operation on either voltage range. If 
neither single- or two-speed operation will fit your applica- 
tion, the motor speed can be “‘tailored’’ to your needs by 
use of an inexpensive speed regulator. 


Actually, you get six motors in one—three speed-ratings 
in two voltage ranges. Eight horsepower ratings will fill 
all your needs—1/20, 1/12, 1/8, 1/6, 1/4, 1/3, 1/2, and 3/4 
hp. Picture for yourself how this simplifies your stocking 
and installation problems and lowers your costs. 


The only attention that this motor requires is infrequent 
oiling. It is totally enclosed and rated at 55C without air 
over the motor. Adequate provision is made for end thrust. 
Get additional information today. Mail the coupon now. 








G-E Motor for Direct-connected Fans and Blowers 


General Electric, Section 070-2758 
Schenectady, N. Y. 


Please send me additional information on Genera! Electric 
motors: 
For direct-connected fan and blowers 
For belt-driven fans and blowers 


Street . 


Ga osccnes: State 
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ONE GOOD IDEA*... AND MANY MORE SALES 
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—that’s the good idea behind these — ‘ ) ee 
NEW BUILT-IN SINKS BY KOHLER Bh cess 
7 
| ¢ Additions to a Kohler line of ledge sinks, these 
4h two smart designs offer unusual chances for new 
f charm and efficiency in kitchen planning. 
¢ Both are made to build into counter tops of ee 10 A 
| linoleum, tile or composition. Notice the flat ledge bs ' nol KO ant a ' 
| , ‘ 
at the back which serves as a neat, waterproof base now 7” rk of - 
* a . e€ i 
i for the built-in fittings, and makes a handy place a ‘ e desie® 
; na ad 
» y ; 2 + ee 
for soaps, cleansers and other conveniences. fair pric 


: © Write today for facts on Kohler products —a 
| complete line of first-quality fixtures and fittings, 
| sold only to Master Plumbers through wholesalers. K O Hi L E R _ K O H L E R 


..- Kohler Co. Founded 1873. Kohler, Wisconsin. 
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May, 1940 


Fairbanks Meet 


At its sixth annual stoker convention 
held April 1 in Chicago, Fairbanks, 
Morse & Co. presented to some 400 dis- 
tributors and dealers the company’s 
complete line of stoker promotion. Six 
days were spent in presenting models, 
studying engineering features, discus- 
sing sales and advertising programs, 
and reviewing service plans. H. L. 
Bilsborough, manager of the_ stoker 
division, was in charge. 

To demonstrate how a national ad- 
vertising campaign is produced, an act 
was given by Harry Neal Baum, adver- 
tising manager of the company; A. L. 
Decker, executive vice president, Henri, 
Hurst & McDonald; and Mr. Bilsbor- 
ough. This shift brought out very subtly 
the keynote and high spots of the 1940 
advertising program. This was followed 
by the presentation of the complete 
campaign by Mr. Baum. 

The highlight of the convention was 
a trip to the factory at Three Rivers, 
Mich., to view the production lines and 
actually see stokers being built. A 
special ten-car train was chartered to 
make the one-day journey. 


Western Golf 


The Western Trade Golf Assn. held 
its first spring meeting and dinner at 
the Lake Shore Athletic Club, Chicago, 
on April 4. Officers this year are John 
Howatt, president; J. J. Phillipi, vice 
president; W. C. Zingheim,. captain: 
J. Edwin Quinn, handicapper; W. A. 
Kuechenberg, secretary, and John Mad- 
den, treasurer. 

The schedule follows: May 16—Roll- 
ing Green; June 21—Sunset Ridge; 
July 25—Medinah; August 22—-Olympia 
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Fields; September 12—Bob O’'Link; 


October 8—Midlothian. 


New Showroom 

The Treaty Company, of Greenville, 
Ohio, plumbing and heating supply com- 
pany, has recently remodeled its plant 
and included an up-to-date showroom 
for the convenience of its customers. 
The firm also manufactures 
and carries a stock of mill supplies. 

An open house for master plumbers 
and their friends was held recently. The 
visitors inspected the plant and 
served lunch and refreshments. 


B. & G. Meetings 


Moline and 


castings 


were 


Meetings in 


lll., were held recently for contractors, 
May Sup- 
Bell & Gossett Co., Chi- 
cago and United States Radiator Corp., 


architects and 
ply Company. 


engineers by 


Detroit were joint sponsors of the two 
meetings. 

Attendances of 107 (in Galesburg) 
and 147 (in Moline) head talks by R. FE 
Moore, Bell & Gossett and Frank 
Connell, Detroit and Carl Baumgardner, 
Chicago, United States Radiator Cor- 
poration. The subjects of the talks 
were promotional campaigns for radia- 


Co.., 


tor heating. Guests represented a area 


of 75 square miles. 


Personals 


C. H. Doebler, Jr., has been appointed 
district manager, covering Maine, New 
Hampshire, Vermont and eastern Massa- 
chusetts, for Malleable Iron Fittings 
Company, Branford, Conn., according to 
an announcement by Herbert Gillis, 





Galesburg, 


79 


manager of sales promotion. Mr. Doebler 
will be permanently located in the Bos- 
ton office. 
Frank Regan, formerly § associated 
with John A. McDonald Co., Cambridge, 
named 
Manufac- 


Mass., wholesaler, has been 
a representative for Trimont 

turing Co., Rosbury (Boston), Mass. Mr. 
New England, 
according to the announcement by Sales 


Mer. A. 


Regan will cover all of 


S Greenwood. 


A. E. Park has been elected president 
of Flint & Walling, Kendallville, In- 


diana. 


Appointment of A. N. Thomas as sales 
the eastern district for the 
stoker division 
Bils 


borough, manager of the division. Mr. 


manager of 
Fairbanks, Morse & Co. 
has been announced by Mr. H. L. 


Thomas, with headquarters in Philadel- 


phia, will be in charge of the entire 
eastern section of the United States 
from the western boundary of New 
York, Pennsylvania, West Virginia and 


Virginia. 
A. F. Ludolph, formerly 
trict representative, has been called in 


western dis 


will be 
Bils 


to the Chicago office where he 


given special assignments by Mr 


horough. 


B * * 
uUsiness Briops 
Pr. dé 
tral Supply Company, Minneapolis, and 
more recently associated with American 
Radiator & Standard Sanitary Corp., 
has reestablished Central Supply Com- 
pany at 2929 Fourth Ave., S., Minne- 


apolis. 





Frey, for 42 years head of Cen- 





Contractors and other guests at Galesburg, Ill., meeting given by May Supply Co., Bell & Gossett Co. and United States Radiator 
Corp. 
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Mr. Frey is president of the new com- 
pany. Other officers are F. J. Zenner 
and G. W. Frey, vice presidents; J. P. 
Frey, secretary, and Joseph P. Frey, 
treasurer. 

The consolidation of all heating and 


air conditioning equipment into the air 
conditioning division with E. R. Walker 





E. R. Walker 


as manager has been announced by the 
Fedders Manufacturing Co., Buffalo. 


The Maryland Sanitary Manufactur- 
ing Corporation, Baltimore (successor 
to A. Weiskittel & Son Co.), will soon 
begin production of sanitary cast iron 
enameled ware, according to an an- 
nouncement by Francis A. Weiskittel, 


A MERCOID PRODUCT 


for low water and excess 


steam pressure protection 





A fully approved Com- 
bination Low Water and 
Pressure Control, now 
available with quick 
hook-up fittings, de- 
signed in accordance 
with the ASME code. 






corrosion. 


view on dial. 


of actuating pressure control. 


7 It is the best value on the market. 





Other outstanding features: 
1 Equipped with flexible diaphragm instead of a packing gland. 
Eliminates sticking due to sediment interference. 
2 Mercury switch used—cannot be affected by dust, dirt or 


3 Reading of cut-in and cut-out pressures indicated in plain 


4 Outside adjustments provided to facilitate control settings. 
8S The Bourdon tube employed, is a tried and proven principle 


6 The control is small in size and light in weight. 


Types also available for direct attachment to boiler. Write 
for catalog showing complete line of Mercoid Controls. 


The Mercoid Corporation « 4225 Beimont Ave. « Chicago, Ill. 
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sales manager. The company is con- 
tinuing uninterrupted production of its 
other products. 

Complete new machine molding, 
cleaning room and enameling equipment 
is being installed. 


Karl Mindeman, who has been in the 
sales department of The Heil Co. at 
the home office in Milwaukee, is now 
working out of the New York and Bos- 
ton branch offices as Connecticut rep- 
resentative of the company. Sam Tuttas, 
who likewise has been traveling out of 
the Milwaukee office for the oil heating 
and water system divisions, has been 
transferred to the Chicago office. He 
will cover Indiana, Michigan, and part 
of Lllinois. 


Kohler Co., Kohler, Wis., has opened 
a new showroom in the Architects 
Bidg., 17th and Sansom Sts., Philadel- 
phia. The new showroom occupies the 
space across the corridor from the com- 
pany’s office and utilizes the first floor 
and a portion of the second. The bal- 
ance of the second floor will be used as 
office quarters. 


American Skein & Foundry Co., Ra- 
cine, Wis., has announced the opening 
of The Gordon Separator Division at 
420 N. LaSalle St., Chicago. The divi- 
sion will launch a national advertising 
and sales program. The sales depart- 
ment is headed by F. A. Delano and 
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M. L. Eisen. The engineering depart- 
ment for research and drainage tests is 
under the supervision of Arthur Gordon, 
a member of the American Society of 
Sanitary Engineering. The manufactur- 
ing department is under the personal 
supervision of Robert W. Walker, presi- 
dent of the American Skein & Foundry 
Co. 

One of the features of the display 
room is a demonstration laboratory 
showing products in actual operation. 
Master plumbers have been invited to 
visit this display. 





E. E. Tinsdale 


Uniflow Manufacturing Co., Erie, Pa., 
has appointed Earl E. Tisdale field 
supervisor in the pump and water treat- 
ment division. 











HATEVER the job calls for—from a simple thermo- 
static trap to a return trap—there is a Marsh Trap with a 
proved ability to dependably take care of it. 


The time-tested No. 14 Float and Thermostatic Heavy Duty 
Trap illustrated is ideal for draining coils, storage heaters, 
steam headers and other applications where there is a large 
volume of water to handle. For such services you will find 
this continuous discharge type of trap ideal. 


The Marsh line also includes inverted bucket traps, and 
other types of thermostatic and float traps. 


Ask for details. 


| JAS. P. MARSH CORP., 2051 Southport Ave., Chicago, Il. 


HEATING. SPECIALTIES 





























Mrs. Harold J. McDonald, chairman 
for the 22nd annual convention of the 
Women’s Auxiliary to the National 


Assn. of Master Plumbers. The con- 
vention will be held in Cincinnati, 
June 10 to 13 





Mass. Convention 

The Women’s Auxiliary to the Mas- 
sachusetts State Assn. of Master Plumb- 
ers met in its annual convention April 9 
in the Copley Plaza Hotel, Boston. A 
full program was enjoyed, beginning 
with a joint session with the master 
plumbers and ending in the big joint 
banquet in the evening. The chapter 
held its business meeting and election 
in the morning and a bridge party in 
the afternoon. 

Mrs. Leonard Hickman, Newton, was 
named president to succeed Mrs. W. D. 
Aitken. Other new officers are Miss 
Anna Rose, Boston, vice president; 
Mrs. Neil Jepson, Newton, secretary, 
and Mrs. J. Preston Perham, West Rox- 
bury, treasurer. 











Omen 


Conducted by Dorothy Edwards 





N. Y. Convention 


The Women’s Auxiliary to the New 
York State Assn. of Master Plumbers, 
in anticipation of a most interesting 
convention to be held May 8-10 in New 
York City, with headquarters at the 
Hotel Pennsylvania, has issued the fol- 
lowing invitation: 

“Our 13th annual convention is 
rapidly approaching, and your 
officers have practically completed their 
program. It is up to the members to 
make this meeting a success by attend- 


state 


ing it in large numbers. 

“We urge that you ask every eligible 
master plumber’s wife, mother and 
daughter to come with you and attend 
our meeting so that they may see and 
hear the good work that is being done 
by our auxiliaries. 

“There will be a report from every 
local unit in the state and we feel confi- 
dent that they will be interesting and 
educational. 

“The master plumber’s 
committee has arranged an 
program of entertainment which is sure 
to please all who attend. 

“To the master plumbers attending. 
we say, bring your wife along and let 
her see what the other plumber’s wives 
are doing.” 

Adriana E. Noord, president. 
Mary L. Stapf, secretary. 


convention 
extensive 


Rapids, April 24 and 25 





New 


of Massachusetts 
(top row) Mrs. Neil Jepson, Newton, sec- 
retary: Mrs. J. Preston Perham, West Rox- 
bury, treasurer; (bottom row) Mrs. Leon- 


officers auxiliary: 


ard Hickman, Newton, president; Miss 


Anna Rose, Boston, vice president 


Chicago S. Side 


The South Side Auxiliary 
held a luncheon meeting April 3. 
and 
and Mrs. Wm. R. Brookman, president, 


(Chicago) 
Four 


teen members one guest attended. 


was in the chair. Bridge prizes were 
won by Mrs. Hanuska and Mrs. Fred 
Hager. Mention was also made at the 
meeting that Mrs. Jos. W. Cannon is 


vacationing in Florida. 


Two views at luncheon of Women’s Auxiliary to the Michigan Assn. of Master Plumbers, held at the annual convention in Grand 
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First Quarter 
Increased 17% 


Summa 


@ An increase of 27 per cent in March 
over February in permit valuations for 
new residential building construction 
was reported by the Department of 
Labor. Over March, 1939 the value of 
residential permits issued in March 1940 
increased 4 per cent. 


® March volume for 103 key plumbing 
and heating wholesalers showed an in- 
crease of 15.6 per cent over March 1939. 
For the first quarter the average in- 
crease reported by these wholesalers 
was 17.2 per cent over the same period 
of last year. 42 of these wholesalers 
expect business to show an increase 
over April 1939, 34 expect it to be about 
the same, 9 expect a decline and 18 did 
not comment. 


® The trend of plumbing and heating 
prices was mixed. Additional territories 
report increases in pottery and enamel- 
ware prices. The recent general steel 
price decline was felt by some plumbing 
and heating items; however, advance 
reports from leading steel companies 
predict their return to higher levels. 


@ Summer and year ‘round air condi- 
tioning installations on the lines of 45 
electric utilities totalled 237 in March 
1940 compared to 203 in the correspond- 
ing month of 1939. This is an increase 
of 16.74 per cent. Combined horsepower 
for the reported March 1940 installa- 
tions was 5,675.24, which is a decline 
of 44.70 per cent from March 1939. 
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Rusiness 











Wholesaler Views of 


Business Prospects 


New York: “More building in sight, 
therefore prospects appear better for 
next month compared to April of 1939” 


“Billings so far are 
higher. 
on prices of 
items.” 


Plumbing and 


comparatively 
Trend is gradually downward 
heating 


New Jersey: “Competitive conditions 
are very keen at present’’—‘‘Prospects 
for April appear better due to more 
construction. Most plumbing and heat- 
ing items weak in price.” 

Massachusetts: “Reason for gain in 
first three months of 1940 was the 
large gain in January. February and 
March declined from the January 1940 
level but were still above 1939.” 


Shipments of Plumbing and Heating Equipment 


— 


Domestic Water Systems 


rr e Bree. ces cnseevn 


Mechanical Stokers 


(lasses 1, 2 and 3 for domestic, apart- 
ment and small commercial use.. 


(il Burners 

eS 6 ee 
Cast Iron Boilers 

Thousands of Pounds. 
tadiation 

Thousands of Square Feet 
Piumbing 

Thousands of Pieces.... 


sTass 


fange Bollers 
Number of Units 
Steel Boilers 
Number of Units.......... 
Domestic Water Softeners 
Number of Units. — 


Pet. of chang: 


First Ist 2 mos., 
Ketb.. Keb... 2 mos., 1940 over 
1940 1939 1940 Ist 2 mos., 193% 
14,718 14,259 32,187 + 11.00 
3,004 2,426 4,208 -+-23.92 
11,522 7,674 24,485 +- 49.20 
12,421 10,622 29,981 + 21.82 
3,135 2.950 7,308 + 8.04 
1.735 1,419 3,403 + 10.67 
Pet. of change 
First Ist 3 mos., 
Mar.., Mar., ; mos 1940 over 
1946 1939 1940 Ist 3 mos., 1939 
HO,.710 60.387 204,824 +- 13.61 
way 660 1,426 ~49.36 
1.556 1,698 3, RRS + 0.49 














This map shows the average percentage of change in the business of key wholesalers 
for the first three months of 1940. compared to the same period of 1939. 


Pennsylvania: “Prospects for April 
appear unfavorable due to local weather 
conditions—snow and now danger of 
floods, also a cold Spring.” 

Texas: “Average increase of 5% on 
plumbing and heating trade prices.” 

Minnesota: “More small residential 
building.”’ 

INlinois: “Prospects appear better as 
home construction has started.” 

Ohio: “Small house operations show 
an increase in construction’—‘‘Enam- 
elware prices up approximately 5%.” 

Tennessee: “Residential building 
best in several years. Have orders 
booked for over 200 houses with sev- 
eral large installations’—‘We have 
had several large jobs started this 
year earlier than usual, and this month 
will see their completion. It seems tha! 
business in this section has started to 
drag a little, and we must expect to 
get our business the first six months 
of this year.” 

















May, 


Metal Prices 


May 1, 1940) 


1940 


(Prices as of 
New Metal Market 
Domestic—Weak. 
Foreign— Weak. 


Electrolytic Copper--Delivered Middle 
West, $11.37%4-11.62Y, 

Lead—St. Louis, $4.95 cwt.: New York, 
$5.10 cwt. 

ingot Pog 35. 

Zine—St. Louis, $5.75 cwt. 

aes York, $47.25 cwt. 

Brass Ingot-——85-5-5-5 CL, $11.50; LCL 


Delivered, $11.75. 
Yellow Ingot—68-1-2-29 
Delivered, $9.75. 
Scrap Metal (Dealer’s Buying Prices): 


CL $9.50; LOL 


Weak. 
Composition and steam brass, $7.50 cwt. 
Strictly Heavy Yellow Brass Scrap, 
Cast, $6.00 cwt. 
Mixed, strictly cocks & faucets (incl. 


ball cocks, etc.), $7.00 cwt. 
Light brass, tubes. pipe, old sheets, etc., 
$5.00 cwt. 

Old scrap lead pipe, 
Copper, sheathing and roofing, 
nails, $7.00 cwt. 
Copper, boilers, tanks 
materials, $7.00 cwt. 

Soldered joints, nominal. 
Block Tin, $40.00 ewt. (f. 0. b. 


etc., $4.25 cwt 


free of 


and other light 


Chicago). 





increase your sink sales—protect your profit « 
io it with the EBCO DISHWASHING SINK 
They even report ‘it’s the only : 
that can be sold at the listed price.’ 
this country-wide enthusiasm! The modern 


dishwashing sink and the EBCO SINk 


. Offers 
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Key Wholesalers 











he ae Prospect Tar April iv40, come 
poe +. ake gy pared to April, 193 appear: 
rea te “22 = NO Total 
“GE 4 (‘om Re 
21S = ben beettet sin nnie Worse ment ports 
New England States 13.49 21.17 4 
Middle Atlantic 16.5% 21.6 Sh 
South Atlantic ....... + 28 65 21.17 ' 10) 
Kast North Central....... 17.56 20.24 i 25 
Mast South Central...... 63.57 36.17 
West North Central.... 0.20 21 ' 11 
West South Central... 0.10 6.00 0) 2 
Mountain - 
Pacific 20 OO) Gy OF, t; 
["nited States 15.50 77.1% } ' | 1 
: % 
Current Market Data Service 
Feb.. 40 Mar., 40 
Plumbing and Heating Wholesaler Sales 
(Average per cent of change over previous Vear) ! > 
Plumbing and Heating Wholesaler Stock 
Me i. I ' 40 
(Average tnventory at o: reported by «¢ firn ter thie ; 
Department of Commerce) » v > | 
Wholesale Prices 
fureau of Labor Statistics 1926 pare Dea) 14) gs] 0) 
Plumbing and Heating ' rr 
Ruilding Materials ' 
*This table summarizes / data required to bring up-to-date the charts contained 
in “Plumbing and Heating Market Possibilities by State For further information 
this service write to Marketing inal’ Research Bureau On Prairie 


regarding 
Avenue, Chicago, Ill. 





SALES 





n each job. You can 
Others are proving it! 
sink that’s above competition and 
And there's ample reason for 
housewile demands a 
quality, 


eye- appeal 


and sichace features not to be found in any other sink. The pat. 
ented round dishwashir oe nt is more convenient. The 

andy spray fixture ae swingince gee tau ‘et is mounted on the 
baeiindne eliminating in-the-wall piping. The rim is accurately 


processed for levelness, insuring a waterti ight 
mounting on any type of sink or cabinet top 
The durability and permanence of the heavy 
porcelain enamel can be demonstrated. These« 
are but a few of the EBCO sales-building lea 
tures, so if you aren't already profiting with 
EBCO Sinks it will pay you to immediately 
write for complete details—It's the nationally 
advertised sink that America is buying" 


Jhe EBCO MFG. 


401 WEST TOWN STREET, COLUMBUS, OHIO 
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Eluminate Competition — _— - 


from your 


i 


QNIGWAld YIL198 4Of SIVIVILYW mau | R 


BETTER MATERIALS for BETTER PLUMBI 
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You Can Point with Pride 





] HATS right! 


You 
can point with genuine pride to jobs on 
which you install KENT ‘Tubular Brass 
Goods! And your customers can point to 
these jobs with the pride of ownership! 
Thus, each KENT job reacts to your favor 
able advantage! 

Just remember the slogan. “Better Mate 
rials for Better Plumbing” and decide now 
to standardize on KENT! For it takes 
hetter plumbing to net you hetfer profits! 

And wou cant do hetter than KENT! 
Investigate this complete line. of tubular 
gonis now Write for complete cdetails 








MANUFACTURERS OF 


TUBULAR PLUMBING SUPPLIES 
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65-75 GRACE STREET, IRVINGTON, N. J. 
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MAGIC PHRASE 


LAND THE JOBS 


Prospects Listen 


WHEN | TELL THEM HOW 


Reduce Water 
and Fuel Bills! 






Take it fromany 
one of the 4,000 
SEXAUER- 
SYSTEM 
plumbers from 
coast-to-coast who have 
put it to the test... there’s 
honest-to-goodness pay dirt 
in “FREE Plumbing In- 
spection without obliga- 
tion.” These men will tell 
you how this idea literally 
“works magic” in landing 
profitable plumbing and 
heating jobs. They'll tell 
you, too, how it helps them 
step in where outside com- 
petition is neither qualified 
nor equipped to reach, and 
really get the business! 


0 0 SA SD Fe 


THAT GETS ME IN 
AND HELPS ME 


DOMESTIC 


FREE piustsins 









| CAN 


on'’t confuse the 
SEXAUER-SYSTEM of standardized repair 
service with ordinary ‘‘sales kits."’ Here, at 
your fingertips, you have the most completely 
organized layout of essential items for vir- 
tually every type of repair or replacement 
work. No more makeshift or patch-up jobs! 


EXTRA CONTACTS=EXTRA PROFITS 


Remember... 
extra profit you take! .. 












THE SATURDAY 
EVENING POST 


















BROADCAST 
TO MILLIONS! 


Again the Post carries 









the 











millions of readers. The May 
4th issue will again hammer 
home the advantages of 
“FREE Plumbing inspection” 
at a time when it will get 
real attention. 



















upon the extra contacts roe make depends the 
. And “FREE Plumbin 


Inspection’’ is the 
key to this plus business! It’s a plan 
that ‘‘clicks’’ and we have reams of 
evidence to substantiate this fact. 


A SIMPLE FORMULA 
You'll be amazed how quickly you 
get attention when you display the 
SEXAUER-SYSTEM symbol and tell 
prospects how you can ‘‘Reduce Wa- 
ter and Fuel Bills.’’ When inspecting 
buildings for leaky faucets, you 
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roducts 


Or Dealers 


A. C. Thermometer 

Designed specifically for air conditioning applications 
is a new thermometer which incorporates a remote bulb 
with a mounting clip to permit mounting the operating 
element where it will measure the temperature at the 
desired point within the duct. A universal mounting 
bracket allows the thermometer to point to the right, left, 
or straight ahead, and also to point at any angle between 
Another thermometer is avail- 
They 







vertical and horizontal. 
able without this adjustable mounting feature. 
are announced by Minneapolis-Honeywell Regulator Co., 
2801 Fourth Ave. So., Minneapolis. 


the a aS 


es 


Above, Thermometer “...remote 

bulb with mounting clip.” Above, 

right, Furnace “...portable.” 

Right, Switch “...corrosion re- 
ristant parts” 


Sump Pump Float Switch 


simply bring to the attention of the | 


owners all other needed replace- 
ments and improvements and, more 
often than not, you get the business. 
It's a simple a that's working 
wonders for SEXAUER-SYSTEM 
lumbers and it will do the same 
or you! 
plete story! 





EXAUER MFG. Co. 


2503 THIRD AVE. 






NEW YORK 


Let us tell you the com- | 





A new float switch designed specifically for domestic 
sump pump control was announced recently; it 1s illus- 
trated here. It is a single pole switch employing. an 
overcenter toggle mechanism. [loat rod weight is coun- 
terbalanced by a calibrated spring action on the operat- 
ing lever. Other features include resistant 
parts in the mechanism which permit operation under 
severe moisture conditions, it is pointed out, accessible 
The switch is announced by 


corre SIE nN 


terminals for easy wiring. 
(;eneral [Electric Co., Schenectady, N. Y. 


Syvabel of G00D Plumbing | Soldering Iron Furnace 
—and a G00D Plumber 


This symbol takes you eut of the class of a trades- 
man and identifies you as a prefessional man whose 
advice can be depended 


A portable soldering iron furnace, that can be carrie 
right to the spot where the irons are to be used, has just 
been announced; it is shown in the illustration. The 
manufacturer points out that furnace eliminates fire haz- 
ards. The upright design of the furnace allows it to hold 
a pair of coppers one above the other directly over the 
flame thus making it economical to operate. All sizes 
of irons up to and including a 12 lb. pair can be used 
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HERE’S WHAT MAKES A 


PLUMBER’S BUSINESS GROW! 





Take quality plumbing products—add the installa- 
tion skill of an expert Plumber—and you have a 
Plumbing job that will deliver the goods. And that’s 
what your customer wants— that’s what makes your 
business grow! 

Here at Scovill we make quality Plumbing only, 
sold through recognized Wholesalers alone—and we 
make it our business to make that statement stick. 
It’ll pay you to put Scovill on your jobs. 











it’s Spring — and that means Showers! Px : ee é 
ee Fa 
...and that means more business if you’re on deck with the & | 
Scovill H-1200-7 Mixing Valve Shower with our No. 1200 a — 
Temperator. It’s got the eye-appeal to stop ’em in their tracks, et, | 
and the dependable, close water temperature adjustment to Pa 


keep ’em singing in the Shower, happy they bought. 

H-1200-7 is a %2”’ plunger type mixer with removable seats 
and water-proof flange. Quality- 
fitted plungers—‘‘right’”’ tostay. 
Fluting made for that important 
‘‘just-so”’ water temperature ad- 
justment. 2” head with remov- 
able face, volume control and 
integral, adjustable ball joint. 
Better see your Wholesaler 
right away. 



























Wes ay oes mag 
eG: ity : Pree pes, 
Closed Position 


Open to Deliver Warm Water 



















Scovill Brass Pipe and Copper Tubing 
has a Past 


Brass pipe and copper tubing by Scovill has four laboratories in its Past 
—one for Testing (daily tests—thousands annually—and all of them 
tough), and three for Research. First we put raw materials and finished 
products through the hoops—then we keep right on hunting for ways to 
make the Best even Better. 

Scovill pipe comes in Yellow Brass, Red Brass and Copper—all of it 
clean threading and free, fast cutting. Our copper tubing is available in 
types K, L, and M—soft temper in coils, hard temper in lengths. You 
won't go wrong on a single foot of this Tops in Pipe and Tubing 


SCOVILL MANUFACTURING COMPANY 
Vi ; i WATERVILLE DIVISION 
WATERVILLE, CONN. 
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in the furnace. It is announced by Insto-Gas Corp., 
1900 East Jefferson Ave., Detroit. 


Water Heater 
| In the photograph is shown a water heater which has 
recently been announced. Among the features listed for 
| this unit are a low pilot draft requirement, a welded 
| copper-bearing steel tank, a 22 gallon storage tank, and 





LOW PRICES 
and FAST 
INSTALLATIONS 
MAKE MORE 
MONEY for YOU 





with 





You can install Bathe-Rite 
Shower Cabinets in a jiffy—with 
a minimum of labor expense. 
They're completely  self-con- 
tained, require only drain and 
water connections—and no extra 
preparation of walls or floors. 
That's why the Plumber gets an 
Extra Profit on every Bathe-Rite 
installation! 


POPULAR GLASS DOOR MODELS AT 
LOWER PRICES. . 

The great news of the year to 
Plumbers and Home Owners is 
the GLASS DOOR models of 
Bathe-Rite Shower Cabinets—at 
new low prices! Now every 
Home Owner may enjoy the 
added beauty. convenience and 
privacy of Glass Doors at very 
little extra cost. And that means 
more sales for the Plumber! 


EXTRA DISPLAY DISCOUNT 
Here's a big boost to Shower 
Cabinet Sales. Set this Model 
AF-30 Bathe-Rite on YOUR Dis- 
play Floor . at an EXTRA 
DISCOUNT! It will repay your 
investment many times over in 
faster sales, greater customer 
satisfaction. 

Get started on greater Shower 
Cabinet Profits this year . 
Return the coupon for your New 
Catalog. 

BATHE-RITE DIVISION 
MILWAUKEE STAMPING COMPANY 
824 South 72nd Street 
Milwaukee, Wisconsin 





! BATHE-RITE Shower Cabinets. Milwaukee. Wisconsin 
, Send me, without obligation, your new 1940 Catalog on BATHE-RITE [ 
Shower Cabinets and all the details on the Extra Discount on 
| Showroom Display Models _) | 
! Name f 
| Address ! 
City State i 

' Jobber's Name 


Eee ee ee a a ee ee ee ee ee ee ee ee a Ge GE ae oe au Ge Gee au aue anu j 


sufficient burner capacity for installation of additional 


storage tanks. This is offered by The Progressive Co.., 


20 E. Jackson Blvd., Chicago. 





Left. Ball Cock 
* ..does away with 
water cutting of the seat 
and washer.”+ Right, 
Water Heater “...low 
pilot draft requirement” 




















| Ball Cock 





A recently announced ball cock is shown in the illus- 
tration. This valve is reported to operate by quick action, 








NOW YOU CAN 


All you need is a No. 4 Flexible Plumbers’ 


Set and an ordinary '/2-inch, low-speed i 


utility electric hand drill. 


A simple, inexpensive adapter rod enables ( 
you to attach the drill to your FLEXIBLE 
| set and you, too, can reap the advantages 
of electrical operation at amazingly low 
cost. 





Ask for the complete, interesting story 
and request your FREE COPY of the new 
FLEXIBLE PLUMBERS’ CATALOG. 


It contains a lot of helpful, money-saving 
suggestions, describes the remarkable new [|v 
3- to 6-inch Expansion Cutter and lists 
the complete line of FLEXIBLE’S sewer and 
pipe-cleaning tools. 


aS 


Don't miss these profit-making opportuni- 
ties. 























@ FLEXIBLE Sewer 
Rods are made of only 
the finest grade spring 
steel, tempered to pro- 
vide maximum flexibil- 
ity and cadmium plated 
for rust resistance. 


@ Five different type 
heads, each designed to 
perform a special func- 
tion, are available in 
the complete plumber’s 
set. 


@ FLEXIBLES are as- 
sembled at right an‘ies 
and cannot come apart 
in the line. 


@ All couplings are 
heat treated for hard- 
ness and are rust re- 
sisting. 


FLEXIBLE 


SEWER-ROD 
EQUIPMENT CO. 


9059 VENICE BLYD. 
LOS ANGELES, CALIF. 














May, 1940 DOMESTIC 
or in other words, the water is always full on or full 
off, thus doing away with water cutting of the washer 
and seat, it is pointed out. Where a vacuum breaker 
model is wanted another model is available. It 1s an- 
nounced by Northern Indiana [brass Co., Elkhart, Ind. 


Stoker 

The accompanying photograph shows one of three new 
stoker models designed for low-cost homes. The an- 
nouncement from the company states that these units 
retain features of its standard line of stokers. The hopper 
is of heavy gauge rust resisting steel, with a capacity of 
300 Ibs. The fan is oversize and the housing is rigidly 
bolted to the motor bracket. The unit is announced by 
Holcomb and Hoke Mfg. Co., of Indianapolis. 





Above, Stoker “...capacity, 300 Ib.” 
Right, Damper, “...helps hold heat 
in the boiler” 





Damper | 
Mlustrated is a new draft control damper recently an- 
nounced. It is reported that this unit helps hold more 












py sarco 
TRAPS 


- pis best trap to - on nook sumnanonts 
all equipment requiring accurate tempera- 
ture dota Aware weld or nah fe heating 
mains, for unit heaters and on all applications 
where a heavy load requires the instant removal 
of all condensation practically at the same tem- 
srature as that of the steam. Equipped with 
automatic air by-pass, actuated 

ws. Air binding is impossible. 
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Low pressure... 0 to 15 ibs. i > 

ledium pressure 10 to 125 Ibs. 1 : 

High pressures....50 to 200 Ibs. © \ ad 
; | Sizes i," to 2" 
Write for Catalog No. 38 


SARCO COMPANY. INC SA ae 
183 Madison Avenue New Yorke MM YT 
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of Cue Tole acbiabilely 
| tite JARECKI 





The complete reliability of 
Jarecki Pipe Threaders is writ- 
ten in their year-in and year-out 
record of dependable, low-cost 
service—a record attested by 
the hundreds of exacting users 
who have standardized on them 
on the basis of long-term ex- 
perience ... Available in sizes 
up to 12 in standard and 
heavy-duty models . . . Distribu- 


tors in principal cities. 


JARECKI MFG. CO., ERIE, PA. 
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Specialize in 
Quality 


Take yourself out of price competition 
Don’t talk price—talk value 


Sell CHICAGO 
FALUICETS 








’ | ms said: 


“There is hardly 
anything that some 
inan cannot make 





STANDARDIZED 
REMOVABLE 
OPERATING UNIT 


worse and sell 
cheaper—and people 


Removed as easily as an electric 
who consider price 


light bulb. One unit fits all 
Chicago Faucets. Seat and wash- 
er both replaceable. All parts 
that move in water are Monel 

etal. No wear on main body 
casting —hence everlasting. 


only are this man’s 
prey.’ True enough. 
The pocketbook 
nerve is hyper-sensi- 
tive, yet most people 





today will look be- 

yond mere purchase cost if shown ultimate economy. 
Plumbers who talk price must sell on price; but 
those who sell Chicago Faucets avoid price argu- 
ments. They talk and sell quality. When they dem- 
onstrate the lifetime serviceability of Chicago Faucets 
to the average intelligent buyer, purchase price be- 
comes incidental, for he sees perpetual service with- 


out further expense or trouble—true economy. 


Your wholesaler can always supply 
Chicago Faucets. Write for Catalog G. 


THE CHICAGO FAUCET CO. 


2712 N. Crawford Ave., Chicago 


CHICAGO 
FAUCETS 


Last as Long as the Building 
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heat in the boiler ; helps to permit low fuel consumption, 
and eliminates fuel waste by way of chimney. This dam- 
per operates on a thermal element, and in remaining open 
until heated by the burner, helps to afford the full draft 
for starting. A special design eliminates the possibility 
of sticking or binding. This is announced by Atlas Prod- 
ucts, 733 Springfield Ave., Irvington, N. J. 


Oil Burner “.-;.unusual 
air control system in 
which a spiral air stream 
and volatile air-oil mix- 
ture combine ‘for com- 
plete combustion” 





Oil Burner 


Illustrated is one of the oil burners in a recently an- 
nounced line which contains models for large steam, hot- 


water or warm air heating systems. Features listed for 
these oil burners include an unusual air control system 
in which a spiral air stream and volatile air-oil mixture 
are combined for complete combustion ; a uniform flame, 
and control of volume and velocity of air delivery. These 
burners are announced by Westinghouse Electric & Mfg. 
Co., East Pittsburgh, Pa. 


Packless Valves 
A new line of diaphragm packless valves has just been 
announced and is illustrated on page 99. They are re- 
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| BATHROOM CABINETS, 
| MIRRORS, ACCESSORIES 


Write Dept. DE for Catalog 


MIAMI CABINET DIVISION 
The Philip Corey Company 
MIDDLETOWN, OHIO 
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ported to offer a hermetic seal for volatile gases and 
liquids whether the valve is open or closed. The pressure 
above and below the seat of the valve are equalized at 
the instant of opening. This action said to allow 
a lighter than usual spring for lifting the stem and as- 
sures positive opening at all times. They are announced 
by Henry Valve Co., 1019 Spaulding Ave., Chicago. 


is 





6s 


Top 


Pump 


right, 
“ ..for water supply.” Bottom left, Coils “...provision for ex- 


Top left, Valve “...equalized pressure.” 


pansion and contraction.” Bottom right, Water Heater “.. .takes 
care of 40 gal. tank” 


Two-Stage Pumps | 

A recently announced line of two-stage pumps 1s rep- 
resented by the illustrated unit; these are split-case 
pumps. They are designed to fill a demand for pumping 
equipment at head conditions above the range for single- 
stage pumps. They may be used for water supply to 
high buildings, small municipalities, industrial and proc- 
ess plants, for boiler feed, etc. Capacities of these units 
are reported to range up to 550 g.p.m. at heads up to 
600 ft. t.d.h. They are announced by Fairbanks, Morse 
& Co., 600 S. Michigan Ave., Chicago, 


Cooling Coils 

Two new lines of cold water cooling coils, cleanable 
and continuous types, have just been announced; the 
cleanable type unit is illustrated with the header removed 
and the flow mixers exposed ready for withdrawal and 
cleaning. Adequate provision for expansion and con- 
traction of the core, independently of the casing, is pro- 
vided. The unit is available in a wide range of sizes 
and capacities. A catalog describing the units is avail- 
able from the manufacturer, Modine Mfg. Co., 1742 
Racine St., Racine, Wis. 


Oil Water Heater 


The illustration shows a recently announced oil-burn- 
The particular unit shown—one of 
is rated at 10 to 15 gal. 


ing water heater. 
many in the manufacturer's line- 


of water per hour; this will take care of a 30 to 40 
gal. tank, the announcement. states. 


The single type 
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] “Hurry, Mr. Plumber, please! The 
* basement's almost flooded; the 

pipe is leaking like a sieve. This 

mess will surely ruin my party!” 








vA 
3 “Ah ha, cheap fittings! I've 
* always said there's nothing like 
Crane fittings for a perfect plumb- 
ing or heating job that stays tight. 
They're strong, easy to use—they 
protect both you and the customer.” 











5 “Girls, it was a panic! | was 

* frantic! But thanks toMr. Plumber 
over on Main Street. He saved the 
day and our party! I'm so happy!” 


CR 


CRANE CO 





, GENERAL OFFICES: 836 S 


PLUMBER 
SAVES A PARTY 


—and wins a Business Booster! 











9 “Broken pipe, eh? That means 

* tees, elbows, unions—l've got 
them all in stock. And I'll suggest 
she put in these Crane valves, too.” 





“it’s all fixed, Mrs. Jones. You 
see | put in Crane valves and 
fittings. They save a lot of time and 
trouble, and last forever. | carry a 
supply on hand; I'm always ready 


4. 


to give emergency service.” 
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& “It sure is convenient to have 
*a Crane Man check our bins 
regularly. Saves a lot of worry; I've 
always got the materials | need. It 
helps my business— because, in our 
business it's service that counts! Why 
don't you talk it over with Crane?” 


MICHIGAN AVE., CHICAGO, ILLINOIS 


VALVES * FITTINGS * PIPE * PLUMBING * HEATING * PUMPS 


NATION-WIDE SERVICE THROUGH BRANCHES, 





WHOLESALERS, PLUMBING AND HEATING CONTRACTORS 
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EVERY FARM FAMILY 
WANTS RUNNING WATER 


SYSTEMS 


PRODUCT OF 
GENERAL MOTORS 


DELCO WATER SYSTEMS 
HAVE LONG BEEN KNOWN AS THE 


PROFIT LINE 


Because farmers every- 
where have for years seen 
Deleos working in their 
neighborhood and know 
about their long life and 
carefree, economical oper- 
ation. 


Because Delco and Gen- 
eral Motors engineers have 
seen to it that they were 
easy to install and easy to 
service. 

Because this wonderfully 
complete line includes 
Automatic Electric Delco 
Water Systems for either 
shallow or deep wells— 
with capacities from 225 
to 600 gal. ver hour—so 
every Delco + ae has just 
what his customer needs. 


The market for water sys- 
stems is expanding rapidly 
and your name on the 
coupon below will show 
vou a rather unusual op- 
portunity for profits. 


DELCO APPLIANCE DIVISION 


GENERAL MOTORS 


SALES CORPORATION 


ROCHESTER. N. Y 


DELCO APPLIANCE DIVISION, General Motors Sales Corporation 
Y. 


Gentlemen: Please send me complete information on Delco Water 





* 

: 26 Lyell Avenue, Rochester, N. 
; Systems. 

' Name e eee aK a 
: Address 


State. 
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heater will burn 20 to 30 hours on one gallon of fuel, it 
is indicated ; the twin type burns practically one-half the 


time that the single unit will, on the same amount of oil. 
Hanson-Gates 
Cambridge, 


Manufacturing Co., 149 
Mass. 


Sidney St., 


announces this new water heater. 


Circulating Pump 
*...high capacity unit: 
designed to greatly en- 
large the field for forced 
hot water heating” 





Circulating Pumps 
Two new circulating pumps have just ‘been added 

this manutacturer’s line ; the illustration shows one of thie 
units, the belt-driven. The manufacturer states these 
pumps are high capacity units designed to greatly enlarge 
the field for forced hot water heating. The illustrated 
belt-driven pump is designed for head pressures up to 
25 ft. while the universal type pump 1s capable of han- 
dling head pressures up to 90 ft. The latter pump comes 
a wide range the belt-driven unit can be 
had in two capacities with 4% and 34 hp. motors. They 
are announced by ell & Gossett Co., 3000 Wallace St., 
( hicago. 


Proved. 
IN SERVICE 


Approved 


FOR SAFETY! 


> ot ¢ ‘apac itie } 























Let METALBESTOS 
do the job of protect- 
ing your gas installa- 
tions! Proved efficient 
on countless gas venting jobs, 

METALBESTOS is approved 
for safety by the Underwri- 

ters’ Laboratories! 

Because it’s scientifically cor- 
rect in design and construction, 
METALBESTOS properly 
vents the heating system, steps 
up operating efficiency. Be- 
cause it’s correct in design and 
construction, METAL BES- 
TOS provides absolute safety 
from fire hazards and from 
the escape of poisonous gases. 
Because it’s correct in design 
and construction, METAL 

BESTOS effects substantial 
savings for the heating man on 
installation costs, assuring him 
an extra profit on every gas 
job. It will pay you to get de 

tailed literature. Write. 





A pure aluminum pipe is assembled 
within a galvanized steel casing ‘2 
in. larger in diameter. Air space be- 
tween pipes is a most efficient heat 
insulator. Available in 3 or 10’ 
lengths, a complete line of fittings, 
round or oval. 














WILLIAMS-WALLACE CO., 160 HOOPER STREET, SAN FRANCISCO, CALIF. 


METALBESTOS 
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Lavatories 

Shown in the illustration is one of two recently an- 
nounced porcelain enameled steel lavatories of the 
dressing table type. These units are for general use 
where space restriction, as well as economy, is a factor. 
They are reported ideal where built-in cabinet type or 
wall type lavatories are not used. The one illustrated 
has an over-all dimension of 17 by 19 in. with 4 in. 
skirt. It 1s punched for mixing faucet installation only. 
The other model (not illustrated) is a vanity top type. 
These are announced by Smoot-Holman Co., Inglewood, 
Calit. 





Above, Water Heater “...completely 
drainable coil.” Right, Lavatory 
“ |. where space restriction is a factor” 





Water Heater 

A recently announced water heater 1s shown in the 
accompanying illustration. The outstanding feature re 
ported for this new unit is the fact that it 1s made with 
the exclusive design of a completely drainable coil and 
continuous rise from the cold water inlet to the hot water 


















Look for’the ~ Arm-and-Hammer 


ARMSTRUNG 


PIPE 
VISES 


The body of 
ARMSTRONG BROS 
Standard Vise is of Certi- 
fied Malleable Iron with 
an unbreakable drop- 
forged steel hook. The 
Jaws, which are replace- 
able, are tool steel with 
milled teeth. This is a quick-action vise accu- 
rately made for lifetime service with oval 
shaped handle ends that will not pinch hands, 
special steel screws have double-wear threads 
8 sizes (%4” to 8”) Cadmium plated finish. 
Nos. 70 and 71 sizes have solid jaw that pre- 
vents kinking of small and thin wall pipe. 
























The Post (open-side) Vise is of identical 
quality. Comes with chain attachment for 
mounting to post or tree. 

The ARMSTRONG BROS. Chain Vise has 
l-piece (pat.) drop-forged jaws. Solid center 
prevents bending of smallest pipe or lightest 
conduit. Drop-forged base, Drop-forged Han- 
dle Hardened Steel Nut. ested Chain 


ARMSTRONG BROS. 
TOOLCO. 
“The Tool Holder People” 


323 WN. Francisee Ave., Chicago, U. &. A. 
Eastern Warehouse and Gales: 199 Lafayette St.. New York 
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MUELLER 
ADAPTO SHOWERS 


Fe ae ie 


Tae sa ee ay fa an ee Risin ae eto 
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NOW!!!) before the hot summer season begins, is the time 
to go after profitable business with Mueller Adapto Showers. 
Showerless bathrooms in hotels, apartment houses, tourist 
camps and private homes offer you a large and profitable field 
because Mueller Adapto Showers modernize any bathroom 
by providing a handsome, permanent shower without extensive 
alterations or remodeling. They are attached right to the present 
bathroom fixtures in about an hours time. 


We will help you get this business by imprinting circulars that 
show your prospects how easy it is to enjoy the added pleas- 
ure of a shower. Ask your jobber or write us for full particulars 


MUELLER CU. 


DECATUR,ILL. 
© VITAL SPOT PRODUCTS @® 
Sa Re a a ERP SEN 
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FEATURES MEAN SALES 


> “We have found COMBUSTIONEER Stokers 
easier to sell than other stokers on the market, 
because our prospects are interested in the out- 
standing exclusive features such as the Breathing 
Fuel Bed, Automatic Respirator and Safety Clutch 
which lend themselves to sales presentation. 


>» “We have a very good factory organization 
behind us—their service is excellent; their 
cooperation is extremely helpful; and their 
guarantee means just what it says.” 


—W. N. Berry, Greensboro, N. C. 


VALUABLE BOOK FREE, TO DEALERS 


An impartial survey has been their experiences. The results 
made to answer the question, of this survey are ready for 
“What makes the best stoker you in a new book. You'll 
proposition for dealers?” find it interesting and help- 
Dealers throughout the coun- ful. Mail the coupon today 
try have given the facts from for your copy. 

THE ANSWER 





“. 









R 
mail COUPON a 1stON 













DIV G CO. 
ie COMBUSTION INGER 
EL P : id, Ob1° 
A 2 bane Ave~ Sprinsfe urvey 
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AUTOMATIC COAL BURNER 
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outlet. It operates on a counterflow system of domestic 
water and boiler water ; domestic water enters at the bot- 
tom and rises steadily through pitched layers of tubes 
to the top of the heater. Boiler water enters top of shell 
and flows freely through parallel passages between tubes. 
The heater is announced by General Fittings Co., Provi- 
dence, R. I. 





Temperature Control “...de- ‘ 

signed to permit comfortable 

heating under all outdoor 
weather conditions” 
































Gas!) U 





Temperature Control 

A low voltage thermostat, offered for use in buildings 
such as apartments, hotels, office buildings and industrial 
plants has just been announced; it is shown in the ac- 
companying illustration. The control is designed to per- 
mit comfortable heating under all outdoor weather con- 
ditions, and also to save fuel. A system of bulbs, one 
measuring the output of the heating system and another 
—which controls the first—measuring the heat loss of 
the building, is reported to provide a differential control. 
The control is announced by H. A. Thrush & Co., Peru, 
Ind. 
— 
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Y Speedicot little 


Ratchet Threader 
— -you ever saw | 


- 
>. 


RIiFZSsIbD no.or_ = 


quickly cuts perfect threads on "to 1” pipe. Die 
heads snap out easily for changing, snap into ratchet 
ring from either side — can’t fall out. Dies reverse for 
threading close-to-wall pipe— mo special dies needed. 
Separate sets of semi-high-speed tool steel chaser 
dies, accurately cut, long wearing. A tough all-steel 
malleable-alloy tool. Patented carriers with all 
complete sets at no additional cost. Save time, cut 
better threads — buy at your Supply House. 


THE RIDGE TOOL CO. e ELYRIA, OHIO 








C1 ce [| [(D PIPE TOOLS 
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News of Patents 


2,116,873. Self-Contained Air Conditioning Unit. Burdell 
S. Williams, Greenwich, Conn., assignor to Airtemp, Inc., 
Dayton, Ohio, a corporation of New York. 

2,113,739. Forced Draft Unit for Floor Furnaces. Robert 
E. Newman, Los Angeles, Calif., assignor to The Coleman 
Lamp and Stove Company, Wichita, Kan., a corporation of 
Kansas. 

2,128,245. Combined Air Conditioner and Furnace. 
liam Louis Hager, Ogden, Utah. 

2,119,038. Air Cooling, Conditioning and Circulating Ap- 
paratus. William M. Bell, Evanston, IIl. 








Wil- 


























2,119,038 
AIR COOLING, CONDITIONING, AND CIR- 
T T 


2,128,245 
COMBINED AIR CONDITIONER AND 
FURNACE CULATING APPARATUS 





2,161,834. Air Conditioning Apparatus. Lauren E. See- 
ley, New Haven, Conn., assignor, by mesne assignments, 
to Utica Radiator Corp., Utica, N. Y., a corporation of New 
York. 

2.161.887. Turbulence Strip for Radiator Tubes. Walter 
R. Ramsaur, Racine, Wis., assignor to Young Radiator Co., 
Racine Wis., a corporation of Wisconsin. 

2,160,994. Hot Water Heater. 
Portsmouth, Va. 


George W. Whitehurst, 
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i 2.160.994 
TURBULENCE STRIP FOR RADIATOR yop watt HEATER 
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Heavy Duty Cellar 
Drainers. 


Shallow Well Water 
Systems. 





















« 




















THEY'RE BUILT RIGHT . . . to make 
sales easier for youl For back of 
every Westco Pump is the extensive 
laboratory pictured above . . . where 
rigid tests take the place of guess- 
work . . . where performance facts 
are established BEFORE installation. 
When you sell Westco Pumps, you 
know they're right . . . because all 
models are scientifically proven for 
your protection! 


THEY'RE PRICED RIGHT . . . to 
give you a full profit on every sale! 


AND ... THEY STAY RIGHT... 
to eliminate needless service ex- 
pense! Westco Pumps have only 
one moving part. There are no belts 
to replace . . . no gears to clatter 

. . no leathers to wear! A com- 
plete line, built by the originators of 
turbine-type pumps . . . backed by 
over 135,000 installations. Write 
for details today! 





Only Westco Turbine-Type Pumps have 
patented, bronze renewable liners. They 
can't rust or cause the impeller to seize. 


MICRO-WESTCO, INC. 


25005 State St. Bettendorf, lowa 


MICRO-WESTCO, INC. 

25005 State St., Bettendorf, lowa 
Gentlemen: I|'m interested in making more 
money. Tell me about Westco Pump and 
Water Systems. 


Name 
Address 
State 
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You Have To 





Use 


The Right Bait 


Whether it is sales or fish you want, the right bait is impor- 
tant. You can't lure the finny tribe out of the deep with- 
out an interesting bait. You can't lure dollars out of cus- 
tomers’ pockets without the inducement of high value 
received. 


Wessels Range Boilers provide a real value for your cus- 
tomers’ money — and excel- 
lent profit for you. They are 
the highest quality in mate- 
rials and workmanship—you 
can back them with your 
reputation. 


And, we sell them only to 
licensed master plumbers 
through plumbing whole- 
salers. This policy protects 
your profits. 





D.D.WESSELS & SONS Co. 
1625S Euccrio Ave. Easr 


DETROIT. MICHIGAN 
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New In formation 
and tlids to Sales 





Faucets 

The Chicago Faucet Company, of 2700 N. Crawford 
Ave., Chicago, has issued a large general catalog, de- 
signed to present in a concise, clear and complete form 
the various faucets and fittings offered by this company, 
with full information on prices, sizes, weights, and 
specifications given in a handy fashion. Illustrations of 
the faucets are grouped according to purpose, but each 
bears a number which is identified not only with an ac- 
companying paragraph description but also with the 
numerical index in the back of the catalog. 


Radiators 

A folder is offered by the United States Radiator 
Corp. of Detroit, Michigan, presenting the advantages 
of radiator heat. The folder is well illustrated, and the 
outstanding features of radiator heating are brought out 
in paragraph descriptions under each picture. The folder 


la 


measures 81% by 11 in. and is printed in red and yellow. 


Grease Separator 
Recently issued by the American Skein & Foundry 
Co., Gordon Separator Division, 420 N. LaSalle St., 





i 


i 


Protects Bathtv? 


.ot 
During Installat!? » 


End all arguments about damage to bcthtubs during installation by pro- 
tecting them with a TUPCOAT, the “Why-didn’t-somebody-think-of-this- 
before?’’ one-piece, inexpensive cover for bathtubs during installation 
that is sweeping the country with sensational success. 

Architects everywhere are including TUPCOAT in their standard speci- 
fications because it supplies a long-felt need. A TUBCOAT cover protects 
against nicks, scratches, stains or other blemishes. Prevents clogged 
drains, too, because it catches debris. Assures owner a bathtub in perfect 
condition. Sizes for all tubs, right or left-hand. Price $2.30 and up. Order 
through plumbing supply dealers. 


PROTECTIVE COVERING COMPANY 
1565 Railroad Ave. Bridgeport, Conn. 


SEND TODAY FOR COMPLETE [INFORMATION ON TUBCOAT 





















Chicago, is a large four-fold piece of literature describing 
and illustrating a grease separator manufactured by that 
company. <A diagrammatic picture of the unit appears 
on the front cover, while other illustrations show before 
and after pictures of the installation. Testimonial letters 
are also reproduced. Folded, this leaflet measures 8% 
by 11 in., and is printed in red and black. 


Water Heater | 


A new red and black broadside has been issued by the 
Edison General Electric Appliance Co., Chicago, to ac- 
quaint plumbing contractors with the advantages of han- 
dling the company’s water heaters. Ready for mailing, 
this broadside measures approximately 11 by 534 in. 
The first spread emphasizes why the heaters will be of 
particular interest to buyers, and the big double page 
spread shows pictures of the unit, its component parts, 
and contains considerable descriptive matter. A smaller | 
broadside, measuring 812 by 334 in. is intended to pre- | 
sent the heaters to the prospective customers. 


Plumbing Specialties | 
The Eastern Foundry Company, Boyertown, Pa., has | 
issued a leaflet showing the items in that line. This 1s 
printed in black and white and contains a great many 
illustrations of the various items in the line together 
with a description of each. Among the items shown are 
closet connections, cleanouts, screw ferrules, trap lids, 
clamps, boiler stands, vent boxes, rainleaders and cess- 
pool, shower drains and traps, fire pot heaters, ete. This 
leaflet is designed for the aid of the contractor-dealer. 


The New PECO Electric Pump 


for Shallow Wells—225-240 G. P. H. 
Exclusive Premier Design 


Patents Pending 
27-95 Electric Pump only 


47.37 42 Gal. System 


LIST on a base 

















Built like a Diesel 
at the cost of a 
hand pump plus 
an electric motor. 





STREAMLINED 
STURDY 
QUIET 








All the good fea- 
tures of other 
electric pumps 
with many new 
ones added. 


The Premier 
Engineering 
Company 
DAYTON, OHIO 









¥" BOX 126 STATION “B”’ 
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VAPOR AND VACUUM 


HEATING SPECIALTIES 
APPROVED BRONZE VALVES 











Inside Information 


MILVACO 


UNION BONNET GLOBE & ANGLE VALVES 


Designed to meet the most exacting service requirements, and 
recommended where conditions demand the greater security 
and strength of MILVACO Globe and Angle Valves. 


Note These Important Milvaco Features 


Made from the highest quality bronze. 

The heavy pattern stem is made of a special bronze mixture. 
Stuffing nut is sufficiently heavy to withstand the most severe 
service strains. 

A deep gland follower is provided tn the stuffing box and 
ample space is provided for liberal packing. 


> PF > 


> 


4 Only the best grade of graphite asbestos packing is used. 

“ Hexagons are heavy, and ample, clean cut, deep threads insure 
quick, easy make-up in the line. 

4 When valve is in closed position ample threads on the stem 


engage those in the bonnet assuring utmost strength and 
safety in service. 
Made with renewable composition dise and slip-on dise holder 
.. and with regrinding disc. Sizes 14” to 3” inclusive. 200 Ibs. 
W.S.P. Furnished as standard with brass union nut and brass 
stuffing box. 


Sold by leading recognized wholesalers in all 
principal cities. Send for our condensed catalog. 


MILWAUKEE VALVE CO. 


MILWAUKEE WISCONSIN 


Manufacturers of 


MILVACO Heating Specialties and APPROVED Bronze Va'lves 
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Be Sure to 
See the 
EDISON 
ELECTRIC 
WATER 
HEATER 
EXHIBIT 
at the 
National 
Association of 
Master Plumbers 
Convention, 
ey = Cincinnati, fe 
|} June 10, 11,12, 13. Fe 
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Get in on the FAST GROWING 
EDISON ELECTRIC 
WATER ‘HEATER BUSINESS! 


DISON Electric Water Heater sales are increasing 

every day. And there is good reason for such brisk 
business—such a demand for Edison Electric Water 
Heaters. The remodeling and new home markets are 
expanding. Many homes being modernized will be 
wired for the first time. More people are learning that 
plenty of hot water in the home is vital to good living. 
All this means new prospects, new customers, new 
business and new profits for plumbers. 

Don’t miss the boat! Act now. This is the active 
season for water heater sales. Mail the coupon below 
and learn how you can cash in on the fast-growing 
profits of the Edison Electric Water Heater Business. 


EDISON GENERAL ELECTRIC APPLIANCE CO., Inc. 
5687 West Taylor Street, Chicago, Ill. 


E DIZON 


AUTOMATIC ELECTRIC WATER HEATERS 


Sold Exclusively Through Recognized Wholesale Plumbing Houses 





Edison General Electric Appliance Co., Inc. 
5687 West Taylor Street, Chicago, Illinois 

I want to know more about making money with Edison 
Electric Water Heating. 


Name ; a 


Address 
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Closet Seats 

The Brunswick-Balke-Collender Co., of Chicago, as a 
part of the enlarged promotional and merchandising pro- 
gram on its line of closet seats, has prepared a demon- 
stration portfolio for dealer use. This is intended to be 
of value in making sales, and consists of a cross section 
of the seat, illustrations of the product’s features and 
actual installations. Also a part of the program is a large 
orange and blue window display. 


Tourist Court Fixtures 

Crane Co., Chicago, has just issued a folder on fixtures 
especially designed for tourist courts. This piece of lit- 
erature carries illustrations of tubs, water closets, sinks, 
showers and fittings with suggested arrangements. Heat- 
ing units are also shown, and water heaters. This leaflet 
is intended to show the court owner the advantages in 
terms of added profit, of providing extra comfort for 
guests, 


Steel Boilers 

The Fitzgibbons Boiler Company, 101 Park Avenue, 
New York City, has just issued a broadside designed to 
acquaint prospective customers with the advantages of 
protection in ice storms by the steel boilers manufactured 
by this company. Folded, this broadside measures 8% 
by 7 in., and is ready for mailing without an envelope. 
The first fold is devoted to a few words to dealers. The 
center spread has illustrations of the boiler. and a run- 
ning description of its advantages. 








Any Size or Shape 
To Meet Individual Needs 


No matter what the individual requirements of your customers 
may be, there is an 


ELKAY “Sturdibilt”’ 


STAINLESS STEEL 


Cabinet Sink or Top 


to meet them. ELKAY Sinks and Tops are custom built— 
supplied with any size, shape or number of bowls; with either 
back or return end splashers, or both; with or without rims; 
"L" shaped, "U" shaped, or hexagon. But no matter what 
their shape or size, their QUALITY is always uniform. 
Let our FREE Planning Service 
Help YOU to Bigger Sales and Profits 


ELKAY MANUFACTURING CO. 


4704-14 Arthington Street . 
Chicago, Ill. , . on 











ELKAY Preducts 
Are Sold 
Through Reeognized 
Plumbing Wholesalers 


1920... TWENTY YEARS OF SERVICE...1940 
































































Screw Drivers | 

A new catalog, devoted to industrial screw drivers, has | 
been issued by Stanley Tools, New Britain, Conn. The 
first few pages of this book are devoted to the manufac- 
ture of these tools, pointing out the care in selection of 
materials and in processing. The pages following are 
then used to illustrate each type of screw driver in the 
line, with charts given below each tool to show blade 
length, diameter, weight and price. A buyer’s guide 
chart of standard blades and tips appears on the inside 
of the back cover, designed to allow the buyer a quick 
way to select the proper tool. 


Water Heater 

A leaflet, designed for use as an insert in the larger 
business envelope has been issued by Penn Boiler & 
Burner Mfg. Corp., of Lancaster, Pa., to illustrate the 
tankless water heater manufactured by this company. 


sys “a . i ° — ss . o ae ~~ A 
ews leaflet is printed in green and black, and contains Cze) WHAT 10 ut ABOUT I]! 


a picture of the heater itself, a diagram of its construc- 
tion, and full text description. Specifications are also 
given. | 


Fittings materials in ‘‘other’”’ outlets. 

A 38 page semi-loose leaf catalog has been issued by Brunswick has a plan to help you get back 
the F. C. Kent Co., Irvington, N. J., illustrating the com- your rightful share of this market. With Bruns- 
plete line of fittings manufactured by this company. Ef- wick Closet Seats as a leader, you can bring 
fort has been made to arrange product groupings in a new customers into your shop—and keep old 
simplified and comprehensive manner, to enable the user customers coming back for every plumbing 
to find the picture of the article, its dew ription, dimen- need. In addition to building a permanent, 
sions and price with little effort. Main fittings are illus- profitable seat business, you will gain prestige 
trated each to a page, with full information given. as a quality dealer. 

Let Brunswick show you how this plan can 
Boilers make 1940 a bigger year for you; how you can 
A 24 page catalog has recently been issued by the quickly win customer confidence with the 
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NE hundred million dollars a year—that’s 
what homeowners spend for plumbing 


' ’ : , ' ‘alue swick Seats. 
National Radiator Co., of Johnstown, Pa., covering its greater value of Brunswic 


entire line of boilers and hot water equipment. In the 
first few pages, the catalog deals with I. B. R. ratings oe | 

, ’ , . . ? DS 
specified requirements, and data to aid in the selection of GET THESE SELLING Al 


radiation and boilers. The various items in the line are 
illustrated in red and black, and have descriptive mate- 





rial both in the form of diagrams and copy. Special | 40 des © Atvedive window ead dere 
features are well emphasized. Brunswic oo Has ever aon jc — 
close’ seats. so ink , € hers: 4. Strong mailing pieces with your 
: close rows any % imprint. 
feature od binge and 


Oil Burner , 

Herco Oil Burner Corp., Lancaster, Pa., has just 
issued a new envelope insert, folded, 4 by 9 in. in size, 
and designed to show prospective customers the advan- 
tages offered by this burner, which can be had in sizes 
for small, medium or large houses. Keynote of the pres- 
entation is the point that the burner needs no attention, 
and that it takes care of itself. 


Dust Collectors 

A two-page leaflet has been prepared by the Torit 
Mfg. Co., of St. Paul, Minn., on its self-contained units 
for carrying away dust-laden air around polishing and 
grinding wheels. This folder points out the dust collec- 





its contribution to safeguarding health. Printed in red 
and black, this leaflet is designed to aid dealers in making 
their sales, and actual users in selecting the type best 
suited to their needs. 


i 
| 
tor's method of operation, its construction, its use, and PPE EEn ee pmeennbe dew esiottetnansteseche Serhan? 
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Here's what Brunswick gives you to back your efforts— 


1. improved line of Pyralin-covered seats 


2. Forceful demonstrating portfolio 





5. New pricing service ond catalog. 
7 








WHALE-BONE.-ITE 


THE BRUNSWICK-BALKE-COLLENDER CO. DE- 
623 8. Wabash Avenue, Chicago, Illinois 

Gentlemen: Without obligation, send me complete details of the Brunswick 
Seat-Selling Program. 


oeeeenvneeeerv eevee eee 
oseeeneee ee eea eevee eevee weeaaeenaneweenrevr eevee 


THE BRUNSWICK- 
BALKE-COLLENDER CO. 


Plumbing Fixture Division 
623 $. Wabash Ave., Chicago, Hil. 


Makers of the Famous 


SEATS 


5 
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sei THEM lopondable Protection IN THE 
wiscurumepenae (edeoall Ue. 25 


oa ane ocecOncal vu, DIAPHRAGM TYPE RELIEF VALVE 


customers DEPEND on you for this relief valve. It is simple in con- 


kind of protection! You provide 
it in fullest measure when you 
make the 
part of each job! 


struction, positive in action. A 
high degree of sensitiveness is at- 
CADWELL No. 25 a tained by conveying change of 
temperature to thermostatic mem- 
ber through an extension tube. 


..+AND THIS IS THE REASON— = 4,., GCaDWELL No. 25 has only 


The CADWELL No. 25 is a self- 
closing diaphragm operated 
temperature 


one valve seat, no springs and 









is entirely governed by internal 
and pressure 


No. 25 


pressure. 
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AC. Under Glass 


The compressor room, completely walled off trom the 
rest of the basement, measures 50 by 50 ft. It houses 
three 50-hp. direct-connected, totally enclosed compres- 
sors of 50 tons total capacity. They use Freon refrig- 
erant, with the heat of the motors being absorbed by the 
Freon gas. The room also contains three chilled water 
circulating pumps and a shell-and-tube cooler. 

Cut into the wall of the refrigerating room, facing upon 
the main corridor of the basement, is a 12 to 15 ft. win- 
dow, through which visitors are enabled to observe the 
machinery in operation. An average of 100 to 150 vis 
itors a day is guided through the basement plant; on 
New Year’s Day this year, the visitors numbered 600. 

Similar facilities have been arranged for the conve- 
nience of visitors at the huge cold water storage tank in 
Portholes installed at eye-level in the tank 
wall admit glimpses into the interior of the reservoir. 
Through them visitors are enabled to view the churning 
action of the water as more than 100,000 c.f.m. of air 
is forced through the tank by the fans. The interior 
of the tank is lighted for greater visibility. 

The duct system consists of 14,385 lineal ft. of insu 
lated pipe. Insulation of the ducts consists of cork with 
plaster finish in the open areas of the basement, and rock 
wool in the underground tunnels. Balsam lining is used 
for sound-proofing the ducts as they near the broadcast 


the basement. 


ing studios. 


Air outlet and return-air inlets vary in design in dif- 
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No. 
Vacuum Relief Valve Valve 


the 








No. 75 


No. 75 Pressure and 
35 Pressure and Temperature Relief 


No. 35 






Order Through Your Wholesaler 


BEATON& CADWELL MFC.CO. 






@stablished 1§9A4 
NEW BRITAIN, CONN, 

















SUPER TURBINE 


PUMPS 


WATER SYSTEMS 


CONDENSATION 
RETURN UNITS 
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(Continued from Page 49) 


BURKS offers YOU 
SALES COOPERATION 


That Lands Business 


If you want to make real money in the 
Water System business, by all means get 
BURKS Dealer Sales Plan right away. It is 
team work from start to finish and it’s mak- 
ing money for Dealers. The manufacturer, 
the jobber, and you work together in lining 
up prospects and closing sales. It works. 
Find out about it right away. 


BURKS WATER SYSTEMS 
EASIER TO SELL—PAY FINE PROFIT 


BURKS Water Systems—the Super Turbine 
for shallow wells and Educer systems for 


deep wells — are 
easier to sell be 
cause they have ex- 
clusive features that 
give greater pump- 
ing capacities, longer 
life, make them trou- 
ble-free, dependable 
and cost less in the 
long run. 


Write for new BURKS 
Catalog and Sales 
Plan. 





DECATUR PUMP COMPANY 
DECATUR, ILLINOIS 
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ferent parts of the building. In the artists’ lounge, for 
instance, an air diffuser of the recirculating type is in- 
stalled in the center of the ceiling. This unit draws air 
in through a center opening and discharges it from 
around the rim. 

Advantage of structural design was taken in the four 
auditorium studios for installing a dual-service light cove 
and air discharge. An elongated light cove, three feet 
wide, for inverted light emission, extends the length of 
the ceiling, from the edge of the broadcasting stage to the 
rear wall of the room. Engineers of Western Air and 
Refrigeration, Inc., employed the light cove to good ad- 
vantage by installing the air discharge behind the light 
cove, which makes for a completely concealed and artisti- 
cally effective installation. 

Return ducts in the broadcasting rooms open from the 
rear wall of the stages, with their entrances covered by 
metal grilles four feet wide by five feet high. 

The N. B. C. air conditioning plant includes no cooling 
tower. In its place there is a 150-ton evaporator con- 
denser installed on the roof of the building. Advantages 
in determining the choice of this type of equipment were 
the fact that it occupies a relatively compact area (11 by 
8 ft.), uses no spray, and eliminates the massive cooling 
lower. 


“Jaucah. Plumber”... 


(Continued from Page 43) 
A second mailer featured the repair service, as usual, 
reproduced the advertisement scheduled for insertion in 
the telephone directory, offered some “specials” in mer- 





Weisway Ads Sell 
More Bathroom Fixtures 


Plumbers who tie in with Weisway’s 
added bath campaign—now in its sixth 
year— make more profits. They sell 
more bathroom fixtures of all kinds, be- 
sides profiting on the Weisway sale and 
Ixperience has_ proved 
represent big sales 


installation. 
Weisway inquiries 
opportunities. 


Here’s How 
You Can Profit 





Get Weisway promotional 
and display material — put 
a Weiswav on vour floor. 


You'll attract interest, make 


sales. Write now for de- 
tails. 
Henry Weis Mfg. Co. 
(Est. 1876) 


504 Oak St., Elkhart, Ind. 
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The Whole Burnham Line 
Stings the Fuel Bill 
Every Time — 

"COURSE you are right 

The Yello-Jacket has a sting like the kick of a 


souri mule. But the 
surnham bumble bee ain't nuthin to joke with nuther. 


Mis 


business end of a hornet, or a 


The Burnham honey bee is sweet enuff in name, but it 
ain’t got no patience to speak of. Start 
with it, a whallop like you'd 
with a truck. 


monkeying 


and you'll get been hit 


A whole passel of years ago our Burnham folks started 
a training school fur all members of the Stinger Fam- 
ily. They trained ’em to quit stinging folks and to 
pick on the fuel bills 
Before long, the hull was stinging the 


Jurnham Line 


fuel bill every time. 


We never made much noise about it, until the Yello- 
Jacket began gettin’ busy as a bee stinging fuel bills 
right and left—especially right. 


‘Course we wuz sorry fur the fuel men. But you can't 
blame us fur not being too sorry. 
us fur keeping right on making more and more of the 
Burnham line, that stings the fuel bill every time. So 
fur as I know, we ain't no notion of stopping their 


stingings. 


Nor can you blame 


It’s been my observation that there ain't many folks 
what gets mad at you fur saving ‘em money. 


Hank fl 


BURNHAM BOILER CORPORATION 


Distributed Through Wholesalers 
Irvington, N. Y., Dept. U Zanesville, Ohio, Dept. U 
Branch Offices in All Principal Cities 
Export Dept.: 50 Church St... New Yerk City 
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“| presume you forgot the right tools''—says the wench. 
Was she dazed when | pulled out my 
NEW JIFFY WRENCH. 





BROKEN sink strainer 

means inconvenience for 
the house-wife and com- 
plaints for the plumber. 
Because every Schaible 103 
basket strainer is constructed 
of one solid brass casting 
and because there are no 
moving parts to break or 
wear out, the Schaible sink 
strainer is guaranteed for life 


SOLD THRU JOBBERS 


Schaible’s Booth No. 44 at the 
N.A.M.P. Convention will feature 
something new and interesting. 


to plumbers the 
JIFFY strainer 
wrench. See 
your jobber, or 
write us. 





/ 
FOUNDRY and 
| |] BRASS WORKS CO 
a ” 7 ? 1088 Summer St 
~ ws ¢ Lal ‘Ohare 


Cincinnatt. 

















RCT STEIN METER: 


unease 
SPECIAL SINKS 
to fit any space 


Non-absorbing and non-staining. Alberene 
Stone is ideal for sinks and laundry trays. 
Tongue and groove joints with hidden 
bolts, permanently cemented, have the 
strength, solidity and tightness of one- 
piece units. 


As you know, Alberene is natural quarried 
soapstone. Acid-, heat-, and wear-resist- 
ing. It can be shaped, sawed and fabri- 
cated in any desired shape or form with- 
out danger of chipping or spalling. 


Order Alberene Sinks of any dimensions 
to fill any desired spaces. Shipment will 
be made within one week from the receipt 
of order and complete details as to sizes, 
openings, etc. 


Write for special price on the Alberene 
44” Laundry Tray, plain and in Duco 


: Eat colors. 


<i ALBERENE STONE CORP. OF VIRGINIA 
419 Fourth Avenue, New York, N. Y. 
Quarries and Mills at Schuyler, Va. 































LIBERENE 


STONE siInks~-TRAYS 





chandise. A new automatic water heater was advertised 
with payments at $5.00 per month. A high grade, double, 
swinging spout for the kitchen sink was featured. Tubs 
and kitchen sinks also were attractively offered. 

“Phone Jackson 1337 for Free Estimate” blazoned the 
mailer, which tied in with FHA terms. 

Then the shop offered to repair all leaky faucets in a 
home at a flat rate. “Out of several hundred calls,” said 
Mr. Cowser, “we probably had not more than a dozen 
that resulted in leaky faucet repairs only.” The oper- 
ator-mechanic-salesmen turned in invoices ranging up 
from $12.00 to $15.00. They were in the house with 
their kits, the truck at the door had everything necessary 
to make any repairs—even had such items as toilet seats 
to sell—and with prices at their finger tips, the journey- 
men went ahead and sold more service. 

The job of handling one of the National Economy 
Plumbers’ “shop-at-your-door” trucks is not alone a 
straight workman’s task, for it is anticipated that these 
representatives of the industry will truly speak for it. 
Called to repair one fault in the plumbing, they are ex- 
pected to get a line on anything else that should be 
attended to and show the householder the economy of 
having the work done then and there. 

Each operator-salesman-mechanic carries his own in- 
voice book. His picture is on it. He carries advertising 
cards on which his photograph also appears, with his 
address and telephone number for night emergency calls. 
In other words, the householder he serves is his own 
customer. A satisfactory contact resulting in a call back, 
either for repair work or a sale of merchandise, results 











Made for Long Rugged Service 





Boiler Tube Cleaners, Flue Brushes, Wire 
Heater Brushes, Handy Cleaner Brushes, Fire 
Brooms, Track Brooms. 


Tempered Steel 
The Worcester line is complete. 
Catalog gladly sent upon request. 


WORCESTER BRUSH and SCRAPER CO. 
10 AUSTIN STREET WORCESTER, MASS. 


tl 
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in his own profit, as he gets a salesman’s commission of 
ten per cent on merchandise he sells—which means 
materials, hot water heaters, sinks, etc. This is in addi- 
tion to salary. 

As a means of keeping these salesmen on their toes, 
Mr. Cowser conducts competitive campaigns, keeps a 
record on a blackboard in the office on which the scores 
are posted. Mr. Cowser does not like to run a ware- 
house, preferring to turn the stock of standard items 
over monthly. If the sales appear to lag on any item, he 
“hops on it to pep it up.” His objective to keep the 
stock small in total volume, but comprehensive. He car- 
ries four or five grades of faucets, toilet seats, ete. 

Because he believes it to be the mutual interest of the 
master plumber and the householder, Mr. Cowser pushes 
quality merchandise. He will bring a real estate agent 
to the shop, show him the difference between cheap vs. 
superior toilet parts, etc., and explain how an advantage 
is gained by paying for one service call, plus good qual- 
ity, to last a period of years, rather than several service 
calls, plus cheap quality, for frequent replacement. This 
has proven effective. 

While the vast majority of the shop’s customers never 
see it, conduct their business via telephone and mail, the 
National Economy Plumbers has a flat, bin counter of 
small items commonly used that sell from 5c to 25c, for 
the convenience of those who come in to buy small re- 
pair parts. This not only makes for quick sales but re- 
sults in more purchasing because the customer can see 
additional items. 

The shop is equipped and personnel is trained to take 
care of water heater trouble, and this has been a source 


MERCHANT 
COUPLINGS 
NIPPLES 
CAPS 


Don't risk your business reputation on 
cheap. reclaimed fittings. Quality work is 
assured by specifying XL Quality Couplings. 
made from solid bar and seamless tubing: 
Pipe Nipples made from new tested pipe. 
Recognized by the most exacting plumbing 
trade as standard. 


Sold by Leading Distributors and Jobbers in 
United States and Canada 


WHEELING MACHINE 


PRODUCTS COMPANY 
WHEELING, W.VA. 


INTERNAL CHAMPFER 
PROTECTS 
STARTING THREADS 
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FOR 
tT uere are many Pp % 
reasons why you can aT: YS 
depend upon the ORM 
KNOWLTON 
Watertoob Steel Boiler to give your customers TOP 
heating performance! Scientific, perfected design makes 
for greater operating efficiency over a greater number 
of service years. High quality, dependable construction 
throughout is assured because the KNOWLTON is 
produced by experienced heating engineers .. . crafts- 
men with a background of better boiler building dating 
back 55 years! For oil... for gas... for stokers... 
for hand firing ... there is a KNOWLTON Boiler 
especially designed to deliver TOP performance 
get complete information today. 























= FACTS...in Brief 


@ Water tubes are of copper . » . then electrically welded 
or steel. ... insure quick . . . fusing all into a solid 
heating action. They are de- unit. 

signed so that gases envelop 

tubes .. . heat a smaller ® Inclined tubes accelerate 
body of water... produce circulation .. . reduce fric- 
instant action. Peak load tion . . . utilize the rising en 
burdens reduced to a mini- ergy of the water. Heated 
mum. water rises to upper ends of 


tubes as cold water replaces 
@ Use of many tubes of small it at its lower ends. 
diameter permits more rapid 


heat absorption ... raises ® Gases are forced back and 
water temperature more forth over tubes by means of 
quickly . . . increases circu- two rows of baffles, each 
lation. made in sections. This is 


equivalent to three times the 
@® Plates are first bevelled length of firebox. 
























ORR & SEMBOWER, INC. 
Building Boilers Since 1885 


READING, PA. 


CAPPER or STEEL 
lubes 
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Simplest Way to Fix Traps 


It’s a snap to repair a trap 
with the Barnes & Jones 
Cage Unit. Take off trap 
cover, remove old thermo- 
static unit, insert the Cage. 
Complete in one piece, the 
Cage contains its own valve 
seat and valve piece, locked 
in correct adjustment at the 
factory. Sizes for practi- 
cally every make of thermo- 
static trap. Send for bul- 
letin. 


BARNES & JONES, Inc. 


405 Brookside Avenue 
JAMAICA PLAIN, MASS. 











-BARB 


Gas Pressure 


REGULATORS 
for Reliability! 
Certified by A. G. A. Testing Labora- 
tory. Write for Catalog and Prices 


on Barber Conversion Burners, Ap- 
pliance Burners, and Kegulators. 


THE BARBER GAS BURNER CO. 
3702-4 Superior Avenue 

CLEVELAND ... . . OHIO Sizes ¥" up 
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San-Eguiza MASTER TANK Gives You 


PROFIT PROTECTION 


Check 


These Exclusive Features 











raciwanm G a 
aif 
ve 
(o-)~ 


’ 
SS 









Liquid 
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Improved Intake 

Less Digging to Install 
Trap and Ventilator 
Larger Capacity with 
Longer Flow 

Can be Set at Any 
Angle 

Easy to Locate 

* Access Without 
Digging 
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master septic TANK 
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*No mai! order or cut throat competition. 
Write for deta!!s. 
SAN-EQUIP INC. 





















4 575 E. Glen Ave. Syracuse, N. Y. 


These Are the Leaders 


@ C&L Torch 32A, C&L 
Firepot 22A ... The reason: 
Quick starting, intense and 
ample blue flame, long life 
of burner (or coil), low fuel 
consumption, heavy construc- 


tion, and the prompt service 








co-operation of this 50-year 








old manufacturer. 





CLAYTON & LAMBERT 
MFG. CO., Detroit, Mich. 
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of profitable business. If the heater is far gone, the 
journeyman salesman closes a deal for a new unit. If 
the difficulty is adjustable, the repair is effected. In some 
cases the heater is pulled out, taken to the shop, com- 
pletely renovated, and re-installed the same day. This 
service pleases the householder, who is not deprived of 
hot water. 

When New Orleans experienced a record breaking 
cold spell this winter, Mr. Cowser, who had gone through 
such things in the colder climate at Pine Bluff, was not 
caught unprepared. When the weather forecast came 
out, his supply truck was pressed into service and shop 
stocks were multiplied many times with parts usually 
damaged by a severe freeze. Plumbing work, piping, 
etc., in New Orleans is not extensively protected. Anti- 
lreeze was poured into truck radiators; umions in 500 
lots were brought in; faucets were stocked heavily. The 
shop received 3,360 calls for frozen pipes. The shops on 
wheels moved constantly, with old customers cared for 
first. Mr. Cowser loaded the back of his car with fau 
cets, etc., took one man, and went in advance, cutting off 
frozen pipe svstems and placing faucets so householders 
could obtain water. The repair man followed when the 
householder’s turn came and the permanent repairs were 
made without interruption of service. 

When the shop was first opened, direct mail only was 
used to advertise the service. This was followed during 
the summer and fall by a weekly advertisement in the 
morning paper advertising water heaters, etc., and with 
it the “shop-at-your-door” repair service. Results were 
realized from both methods. With a mailing list of large 
proportions, the time for distribution runs from eight to 
ten weeks, with 2,500 each week. The mailing list 1s 
broken down into districts to correspond with the trucks 
operated so that each operator enjoys the drawing power 
of these circulars as thev are sent out, a proportion go- 
ing mto his territory each week. 

The shop officially opened January 1, 1939 with two 
trucks. Within fourteen months these shops on wheels, 
which carry 10,000 items and have 131 bins, were ex- 
panded to six. There is also a service truck to supply the 
shop. The entire personnel, including Mr. Cowser, who 
is a partner and manager, amounts to nine. They are 
constantly busy. [cach truck carries a standardized ser 
vice repair kit. 

The newest addition to the system has just been 
opened in Memphis, Tenn. Its advertising, merchandis- 
ing approach and sales methods are along the same lines 


as in New Orleans. 







Infermed People Know 


of the profit possibilities of 
Reichert Floats—the strong- 
est on the market, because 
of the patented seam and 
spud construction. Write for 
folder today. 


. THE REICHERT FLOAT 
@ M 


€ 
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Plumbing. Weoks .. . 


(Continued from Page 37) 


and national master plumber groups, has convinced me 
that the Sanitary Plumbing Week should go far toward 
making the public, particularly the property owners, 
decidedly plumbing-conscious.” 

A second analysis is made by J. IX. Heaslett, secretary- 
manager of the Northern California Plumbing and Heat- 
ing Wholesalers Assn., Inc.: 

“In proclaiming a Sanitary Plumbing Week, from 
April 7 to 13, San Francisco’s Mayor Rossi dramatically 
attests the plumbing and heating industry's long-sus- 
tained contribution not only to the enviable health record 
of the city, but also to the building industry. Not alone 
are prices substantially lower than the 1926 average—32 
per cent on a typical five-room house-——but materials 
have been vastly improved, and designs are now things 
of beauty and color. 

“This local Sanitary 
significant in view of Domestic I-NGINEERING’S current 
institute an annual Plumbing and Heating 


Plumbing Week 1s especially 


move to 
Week.” 
States B. F. Blair, manager of the San Francisco sales 
office of An.2rican Radiator & Standard Sanitary Corp. : 
“There is no doubt that the publicity accorded San 
rancisco’s Sanitary Plumbing Week, through the press 
and other channels, will make people stop, look and 
listen—then go home and look over their plumbing, and 
wonder whether they'd be proud to show it to their 
friends. Quite probably they won't, when viewing it 
through the eyes of a guest. Accordingly, the home 
owner who takes pride in his property will take steps 
to bring his home strictly up-to-date with a new, modern, 
sparkling plumbing installation. Apartment house own- 
ers, with an eve to keeping down the vacancy list, will 
be minded to take similar steps. 
“San Francisco's Sanitary 
nicely with the idea being advanced by 
ENGINEERING looking National 
Week. Apparently the idea is ‘catching.’ 


Wanted --Ylorne ir . . . 


(Continued from Page 53) 


Week fits im 
DOMESTIC 


Plumbing 


toward a Plumbing 


located in the washer basin. Water is then admitted 
through an automatically regulated valve from the city 
water main. Fortunately water in the neighborhood of 
50 degrees is available, thereby making possible the 
leaving washer temperatures of 55 to 60 degrees. 
During this cvcle of operation the washer circulating 
pump serves two purposes. First it lowers the level in 
the tank to a predetermined point by discharging the 
water in the basin to the storm sewer. It then stops and 
the valve in the city water line opens, admitting cold 
water through the spravs. When the basin has again 
reached its maximum capacity, the valve on the city 
water line closes and the pump recirculates the water 


until a rise of from 3 to 5 degrees is obtained. This 
feature makes possible maximum economy of water 


supply. The pump then, through operation of the three- 
way valve, discharges the warm water to the storm 
sewer and the cycle 1s repeated. 
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 HERE’S REAL APPEAL!” 








HOTSTREAM WATER HEATERS 


e HOTSTREAM Sales Appeal means cash to alert 
plumbing contractors and jobbers. Hotstream offers: 


| APPEAL of SMART STYLING ... The beautiful Hotstream 


Heater is at home in the most modern surroundings. 


APPEAL of PERFORMANCE... Backed by factory 


guarantees of 5 to 20 years. 


APPEAL of ECONOMY. . . Initial and fuel savings 


appeal to every home-owner. 








Put Hotstream to work for you. Write for Catalog No. 40... 
describing “The most complete line of water heaters in the world.” 


THE HOTSTREAM HEATER COMPANY 
8007 GRAND AVENUE e CLEVELAND, OHIO 








For Efficiency--Strength 
- - Durability - - Economy 


E-Z RADIATOR E-2Z SEVEN-IN-ONE 
HANGER CONCRETE INSERTS 


Orders shipped on Only one size is needed 
for all size pipe hang 





date of receipt re | 
gardless of quanti ers, whether using pipe 
as’ real 


ties, Lsed by lead 


Ka sily 
ing architects. con 

; ral just 

tractors and WU. s&s 
abt e 
(rovernment Quick, w it h 
easy installation, Ad play for 
justable horizontally ex pan 

and vertically. sion. 





@ HNorite for Detaus 


HEALY-RUEFF COMPANY, 770 Hampden Ave..S:. Paul, Minn. 


tise Manutacturers of EZ Lavatoru Hangers 










HOT fire under a dry boiler 

is bad business for you and 
your customer. It pays to eliminate 
the low water hazard with 


MCDONNELL 


Boiler Feeders and 
low Water Cut-offs 


Ask for sales and installation data 
covering types and sizes for boil- 
ers of any make-—any size—-any 
type of firing—any pressure up to 
150 ibs. 






MSDONNELL & MILLER wy 
“DOING ONE V 


Wrigley Building, Chicago 
THING WELL” 
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AT LEFT: The 
Kainer Circulator. 
AT RIGHT: The well 
known Kainer Gov- 
ernor. Model B-2. 





work coordinately and 
are fully es in sae bulletin form. Have 
you your copy? 
WRITE FOR BULLETIN <p hd TODAY! 
t wholesalers—See nearest 


KAINER & CO., 761 LEXINGTON ST., ‘CHICAGO 





Kupferle products have a nation wide reputation for high quality. The Kupferle 
sales policy is . . . to sell only through regular wholesale channels. The result for 
the dealer making the installation is... a sale of satisfaction made at a profit. 


WALL HYDRANTS .. YARD HYDRANTS . . STREET WASHERS 
FIRE HYDRANTS 
SPECIFICATION DRAINS .. PLUMBING SPECIALTIES 


Send for Specification Sheets 


JOHN C. KUPFERLE FOUNDRY CO. ST. LOUIS 


DOMESTIC ENGINEERING 

















IT’S EASIER TO WORK 


with these 
DEPENDABLE SPECIALTIES 














You can count on time and labor 
— on each job when you use 
HINDLEY’S Plumbers’ Specialties. The 
HINDLEY Line is complete ... one 
that ranks aces high with plumbers 
for its dependability in emergencies. 
Reserve a spot in YOUR kit for 
HINDLEY'S Plumbers’ Specialties 
- « « you'll find it ys! Order a 
supply from your wholesaler. 


HINDLEY MFG. CO. riooe istanc 







































Con wii To All St. Louis 


At the Coronado you are in the very center of 
things . . . business and social activities, shops, 
theatres, transportation ... yet you are midst 
quiet and refined surroundings. 









Seserre 






AIR-CONDITIONED BEDROOMS AND DINING ROOMS 
+RATES FROM $2.504 
EXCELLENT —— FACILITIES 


CORONADO HOTEL 


PRESTON -J- BRADSHAW +: MANAGING DIRECTOR 
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Depending upon outside conditions, one of these three 
cycles makes possible the presence of at least 55 to 60 
degree air in the cold air plenum any time that the sys- 
tem is in operation. This arrangement of course elim- 
inates the over heating problem previously present due 
to both lack of cool air and shortage of sufficient air to 
the rooms. (The foregoing article was written by Mery] 
L. Todd, well known consulting engineer in the heating, 
ventilating and air distribution and conditioning field. 
Mr. Todd has served as consultant for manufacturers in 
our industry 


Heating (ode... 


(Continued from Page 55) 
ground for the program to be followed by the institute. 

The planning and carrying out of the research pro- 
gram is in the hands of an advisory research committee, 
whose members are prominent engineers in the industry. 

The manufacturers of cast iron boilers and radiators 
who are sponsoring this program believe that this coop- 
erative project will extend the present boundaries of 
heating knowledge and will benefit all who are interested 
in the question of heating comfort, including manufac- 
turers, contractors, the trade and the consumer. 

In announcing the new I-B-R ratings, the Institute 
of Boiler and Radiator Mfrs. stated that for the first 
time in the history of the Industry the manufacturers 
have succeeded, through cooperative effort in completing 
a program which accomplishes the important objective 
of providing a uniform and scientific method for deter- 
mining the output of boilers. 


C, Lester Shows How... 


(Continued from Page 40) 





the longer retention of the heat in the hot water, the ab- 
sence of drafts, the fuel saving and the improved appear- 
ance of the heating system itself. I might say that 60 
per cent of my installations have been in old houses, most 
of which did not previously enjoy central heating. This 
meant the heating system had to be installed in a room 
built for that purpose in the back, in the garage or in 
some other outhouse. The garage has proved a favorite 
place, often being large enough for the installation with- 
out taking up needed room for the car. Hot water sys- 
tems are quite suited for such installations. They are so 
well insulated and with such little heat loss, that the 
garage door may be left open if desired without appre- 


te When you Check your Heating Systems this 
Summer... Prepare them for FUEL SAVING 


Next Winter with STERLING 
NOW is the time to take 
hermotrol 


stock of YOUR heating 
(Individual Radiator Controls) 








systems—during the sum- 
mer months. See to it 
that they’re prepared for 
a new heating season with 
Fuel Saving THERMO- 
TROLS in EVERY 
ROOM. You'll avoid wasteful and un 
healthy OVERHEATING ... Cut 
down Fuel Bille .. . Make better satis- 
fied, more comfortable tenants or cus- 








tomers. 

Get your story of THERMOTROL 

Fuel Savings NOW—in plenty of time * 

to prove them next winter! ° Made for Exposed or Moed- 
seein ern Concealed Radiators. 








STERLING ENGINEERING COMPANY [oo iT Set ins 


3738-E North Holton Street Milwaukee, Wisconsin Plants, and one-pipe or two 
pipe Hot Water Systems. 
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ciably cutting down the efficiency of the heating plant. 

“When I go to an owner | usually offer to make up a 
sketch of his heating needs. A blue-print is then made 
up of this job. When this is presented to the owner, it 
creates a good effect, lets him know that I have given 
study to his particular needs and helps convince him that 
[ can make a satisfactory installation. I might add that 
most of my sales have been made direct to the owner, 
although in a few cases I have had the recommendation 
of the architect or contractor. I prefer to deal direct 
with the owner.” 

Steel boilers are featured by Ray. He is careful to 
see that the boiler and stoker have the right setting and 
that the controls are properly adjusted. He finds that 
the aquastat should have a higher setting where copper 
piping is used. Where the day and night clock is placed 
near the room thermostat it should be far enough away 
so that the heat of the electric clock will not affect the 
thermostat. In a few installations, Ray placed the clock 
in the kitchen, so the cook would know when to serve 
meals. The thermostat is usually placed in the hallway. 

Ray stated that the convectors are usually flush- 
mounted in the wall in new construction. These units 
come from the factory prime-coated, so that one to two 
other coats are possible after installation. 

Ray moves about in a brilliant red car with his name 
and business painted thereon. All he needs to attract as 
much attention as a fire chief is a siren. Anyhow folks 
seem to gather around him when he drives up in a small 
town. 


Smash Dawe... 


(Continued from Page 46) 
treasurer, and Franklin E. Darling, Fall River (re- 
elected), secretary. The directors will be appointed by 
the president. 

I. B. Skau, N.A.M.P. director, reported on the various 
committees and the work of the national association. 
Reviewing the work of the scholarship committee, he 
recommended close cooperation to see that the proper 
type of boy is encouraged. He also discussed the Plumb- 


ing and Heating Industries Bureau. 

Among the other speakers were Lieut. Gov. Cahill, 
acting governor of Massachusetts; Chas. B. Davis, presi- 
dent of the Maine Assn.; Mr. Milne and officers of the 
auxiliary. 
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AIR- HIGHT 
FRESHNESS! 


The DANDY Tank Ball is ALWAYS 
just as fresh on installation 
as when it left the factory. 
It is made of a durable, 
black rubber compound that 
stays full of life, resists al- 
kali. DANDY’S soft seat 
adapts itself to all types of 
valves. You'll find it profit- 
able to stock DANDY Tank 
Balls in the colorful sales 
appealing carton .. . the 
tank ball 
for freshness. 
your wholesaler. 


















424 N. WOOD STREET, CHICAGO, ILLINOIS 
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packed air-tight | 
Order from | 
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ANFORD 


OIL BURNERS 


A complete line of highest quality. 
made for more than average service 
with practical features exclusive to the 
Branford only. Write for franchise in- 
formation. 


MALLEABLE IRON 
FITTINGS C0. 


DEPT. 40 


Branford, Conn. 
Backed by 76 Years of Fair Dealing 


“QUALITY 


A full size float of superior 
quality for dependable service 
over a long period. 


‘RESULT 


A demand beyond that of other 
floats for the purpose, wit 
consequent profitable sales op- 
portunities for its dealers. 







Order a 
AYLING & REICHERT 


Co. 
BE, ae & 
On10 


3047 WN 
TOLEDO 








OCK 


WARN 




























“WARNOCK. 
Triple Wear Wrenches 


The Warnock wrench is easy to adjust. The strap is arranged in such a 
way that it can be drawn absolutely tight in one movement. Notice, 
too, that this strap is triple folded at the point of greatest strain. 


For chrome, brass and nickel plated pipe 


WARNOCK MFG. CO., Worcester, Mass. 




















Get Stocked NOW! 
On These Fast Moving 








or 
DOUBLE SHOWER j 
F TORIES 

FIXTURES sont 
Here's one of the greatest selling Rough SUMMER 
fixtures we've ever made. It's low in Nickel- TTA 
cost—yet excellently made and ~~ joe | pte SES 
highly serviceable. Every year we sell Goose- LAY- 
hundreds, for factories, home base- neck GROUNDS 


ments, summer cottages, playgrounds, 
outdoor swimming pools, etc. ORDER 
NOW—from your jobber—and get 
set for hot weather sales. 


H.B. Sherman Mfg. Co. 
Battle Creek, Mich. 
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SITUATIONS OPEN 





SALESMEN WANTED: OWN YOUR 
own business. Contact Business, Pro- 
fessional Men. Part or full — Re- 
peat sales. Protected territor Marn 
ten dollars daily. DITTMAN, ae 403-B, 
Youngstown, Ohio. 
WANT E D—TAKE-OFF MAN FOR 
Plumbing and heating plans. Must 
be familiar with engineering problems 
in both, also competent to sell and 
quote material involved. In your replys 
please give age expe rience and refer- 
ence. Address Key 118-D, “DOMES 
TIC EING INEERR ING. "** 1900 Prairie Ave- 
nue, Chicago, Illinois. 
SALESMEN WITH RECENT WIDE 
acquaintance among plumbers New 
England or New York State. Complete- 
Line Brass, Heating Material, Pipe Fit- 
tings, etc. Own Car. Liberal Drawing. 
Give Complete Details First Letter 
Address Key 123-D, “DOMESTIC ENGI- 
NEERING,” 1900 Prairie Avenue, Chi- 
cago, Illinois. 
WANTED—EXPERIENCED MAN CA- 
pable of handling Wholesale Plumb- 
ing Department of a Wholesale Hard- 
ware Company. Must be capable of di- 
recting men and help’ close sales 
Give age, experience, education and 
reference. This is very important. Ad- 
dress Key 119-D, “DOMESTIC ENGI- 
NEERING,” 1900 Prairie Avenue, Chi- 
cago, Illinois. 
WANTED, A FIRST CLASS PRACTI- 
cal plumbing estimator with good 
personal appearance and sales ability 
References exchanged. Apply DALLAS 
PLUMBING COMPANY, P. O. Box 953 
Dallas, Texas. 
SALESMAN: EXCLUSIVE, NON-COR 
rosive, Alloy Metal, Flexible, Self-Ad- 
justing Closet Tank Ball-Stem, Corro 
sion proof in all waters. Large possi- 
bilities. Address Key 120-D, “DOMES 
TIC ENGINEERING,” 1900 Prairie Ave- 
nue, Chicago, Illinois. 





SITUATIONS WANTED 





SALES MANAGER, COMPLETE 
knowledge of office and credit matters, 
age thirty-five, attorney admitted in New 
York State, presently connected with busi- 
ness organization in process of dissolution, 
seeks position in New York City. Address 
Key 125-D, “DOMESTIC ENGINEERR- 
ING,” 1900 Prairie Avenue, Chicago, Illi- 
nois. 
PLUMBING AND HEATING SALES 
engineer desires position with east- 
ern company. Address Key 113-D, “DO 
MESTIC ENGINEERING,” 1900 Prairie 
Avenue, Chicago, Illinois. 


Estimating and Construction Engineer 
Seasoned Executive in Contracting field, Plumb- 
ing, Heating, Air-Conditioning, Technical grad- 
uate, all lines. Is considering a change. Would 
be glad to hear from reliable firms interested in 
securing the permanent services of a strictly 
high-class man. Salary in keeping with the 
position. Information and personal interview 
on uest. Address Key 122-D, “DOMESTIC 
ENGINEERING, ” 1900 Prairie Avenue, Chi- 
cago, Illinois. 
SITUATION WANTED — SALESMAN 
well acquainted with all angles of 
plumbing and heating business, cat 
give good references. Address Key 
116-D. “DOMESTIC ENGINEERING 
1900 Prairie Avenue, Chicago, Illinois 


A Man Fully Experienced 


in estimating, purchasing and superintending 
for plumbing, heating and power plant instal- 
lations on all classes of buildings and with 
Master’s License, desires connection with con- 
tracting firm in any locality which needs such 
services. Address Key 126-D, “DOMESTIC 
ENGINEERING,” 1906 Prairie Avenue, Chi- 
cago, Illinois. 

















DOMESTIC ENGINEERING 








address count seven words. 


Chicago, Illinois. 





RATES FOR CLASSIFIED ADVERTISEMENTS 


Eight cents per word, including heading and address. 
Minimum advertisement, $2.00 per 
insertion. Cash must accompany order. 
advertisements in this section write to Classified Advertising De- 
partment, DOMESTIC ENGINEERING, 1900 Prairie Avenue, 


For keyed 


For rates on bold face 





PLUMBING AND HEATING SUPPLIES, 
fifteen years experience inside and 
out with jobber and manufacturer. Age 


38. Christian, married. Qualified to 
handle any position, excellent refer- 
ences. Address Key 127-D, “DOMES- 


TIC ENGINEERING,” 1900 Prairie Ave- 
nue, Chicago, Illinois. 





REPRESENTATIVES WANTED 





MANUFACTURERS’ AGENTS — JOB- 

bers—Dealers—A money maker for 
all on the new approved line of KOITL- 
LES AUTOMATIC GAS STORAGE 
WATER HEATERS. Write at once— 
no obligation. KOIL-LES HEATER 
CO., Geneva, Illinois. 


Representatives Wanted 


Distributors to call on jobbers and dealers with 
line of low-price portable air conditioner. 


Bien Air Conditioning 
Company 
Bell, California 


MANUFACTURERS’ AGENTS: HAVE 

you Jobber Clientele for fine line of 
Safety Devices for Storage Tanks and 
Hot Water Domestic Boilers? Please 











mention lines carried, number of men 

traveling and references to Key 117-D, 

“DOMESTIC ENGINEERING,” 1900 

’rairie Avenue, Chicago, Illinois. 
LINES WANTED 

JOBBER AND DISTRIBUTOR LONG 


established and well rated desires at- 
tractive lines for Indiana. Address 
ey 115-D, “DOMESTIC ENGINEER- 
+,””’ 1900 Prairie Avenue, Chicago, 








| 








FOR SALE 





FOR SALE! WELL EQUIPPED PLU MB- 

ng oes heating shop in going North- 
ern Indiana city, longest in business. 
Age ill health reason for selling. 
Address Key 121-D, “DOMESTIC EN- 
GINEERING,” 1900 Prairie Avenue, 
Chicago, Illinois. 


CLOSING OUT 
AUTOMATIC BUTLER COAL 


STOKERS 


Product of Butler Manufacturing Co., Kansas 
City, Missouri. We have in stock the follow- 
ing Butler Stokers and prefer to sell them all 
to one buyer, but will sell them separately. 


and 


These stokers are all new and complete with 
controls and in original crates as they were 
received from factory. This is a chance for 
some stoker dealer to buy at a real price. Make 
us an offer. We are going to move them. 

5 No. 18 Standard Stokers Model 38R 

2 No. 18 Deluxe Stokers 

10 No. 25 Standard Stokers Model 38R 

2 No. 35 Standard Stokers Model 38R 

3 No. 50 Standard Stokers Model 38R 

1 No. 70 Automatic Stoker Model 32R 


Le Valley, McLeod, Kinkaid Ce., Inc. 
408 N. Union St., Olean, N. Y. 


We Were Butler Distributors 


STAMPING DIES FOR 18” AND 24” 

Steel Drainboards. Also gal 
Sewage Ejector and complete manufac- 
turing equipment. Address IXlL, PUMP 

959 N. 9th St., PHILADELPHIA, PA. 
FOR SALE: USED PIPE MACHINES 

1 No. 306 Oster, 1 No. 300 B Oster, 2 
1000 M Toledo, 1 12” Toledo Ratchet 
Stock, 1 12” Toledo Ratchet Cutter, 1 
1% to &” Toledo Ratchet Cutter, 1 4% 
to 8” Toledo Ratchet Stock. Address 
P. O. BOX 206, WILKES-BARRE, PA 


‘a 








The Inventor of a New Line 


of improved nationally accepted Waste and Vent 
fittings, which under tests, eliminate possible 
stoppages by speeding up action of water within 
the line, will consider proposals to buy patent 








rights or licenses from responsible Eastern 
Foundries or Manufacturers. Address Key 
124-D, “DOMESTIC ENGINEERING,” 1906 
Prairie Avenue, Chicago, Illinois. 
MISCELLANEOUS 
PLUMBERS’ CONTRACT 
blanks (fine for estimating on small FHA 


jobs), Job Tickets, Time Sheets, Letter Heads, 
etc., for plumbers our specialty. Reasonable 
prices and prompt attention to inquiries and 
orders. Write for samples. 


LOUIS FINK & SONS COQ. 
Trades Building, Laurel Springs, N. J. 
LEARN 
JOINT WIPING 
and 
LEAD WORK 


in your own shop 
in your own homie 


A post card fer complete 
valuable information 


GEO. E. WILLIAMS 


811 W. Lake St. Minneapolis, Minn. 








BOOKS 

TABLE OF ESTIMATED RADIATION. 

By Harry B. Perrigo (jives you the 
radiation required for heating rooms 
of any sige There are two tables, one 
for steam, the other for hot water. All 
you need is the amount of glass sur- 
face, exposed wall, and cubical = con- 
tents and you can instantly find § the 
radiation required. it comes in a con- 
venient pocket size—4'x7 The tables 
are printed in two colors on heavy 


celluloid substantially 


bound. 


DOMESTIC 
1900 PRAIRIE AVENUE, 


making 4 
Price 


pages 
postpaid, $1.00 


ENGINEERING CoO. 
CHICAGO 








THE HOTEL 
The Criterion 


Delving into the 


hotel of the next decade. 





interiors 
lobbies. 


the 
including 


new 


ities 





OF TODAY 
of Tomorrow 


HOTEL FONTENELLE 


future, the designers of the 
recreated Fontenelle have set the style for the 
Beauty and comfort 
are emphasized in the new features and in | 

throughout | 
guest rooms, 
entertainment rooms, and the convention facil- 
all of which depict the fashion of 1940. 


OMAHA, NEBRASKA || 





the hotel 


dining Built 


and 








AIR KOOLER 


in ten sizes to cool space 

from 2,500 to 25,000 cu. ft. 

List prices range from $75 to $450 
Adequate trade discounts. 
Exclusive territory for distributors 


Vanufactured by 


STAR RADIATOR CO. 


$20 $0. ALAMEDA e LOS ANGELES 


BEAT 
THE HEAT 


The easy way... 
And make friends 
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A Pair of Aces FOR VALVE ECONOMY 


















For General Serv- 
ice—Walworth Fig. 
95 Re-New-Disc 
Bronze Globe 
Valve, 150 lb. work- 
ing steam pressure. 


‘The correct valve for each specific service” 
has been Walworth's policy for 98 years. 
Here is a typical example of this policy —a 
pair of hard bronze valves for ace-high, 
dependable service. 

Walworth Fig. 95 Bronze Globe Valves are 
ideally adapted for general service. Time 
and trouble in changing discs are saved with 
the lock-on slip-off disc holder, originated 
by Walworth. Extra strength in the body-to- 
bonnet connection is secured by the union 
bonnet throughout the line. Made in sizes 





For Service Requir- 
ing Throttling 
- Walworth Fig. 
245P. Plug Type 
Disc and Remov- 
able Seat. Bronze 
Globe Valve, 200 
lb. working steam 
pressure. 


faa 


4 


to 3°. Angle type patterns are also avail- 
able (Fig. 96). 

Where throttling is necessary Walworth 
recommends its line of Fig. 245P Bronze 
Globe Valves. The hard copper nickel discs 
and stainless steel seat rings are resistant to 
wire drawing, corrosion, erosion, abrasion, 
and galling. All parts are renewable. Wal- 
worth Fig. 245P Bronze Globe Valves are 
made in sizes 4" to 3”. Angle type patterns 
are also available (Fig. 246P). 


All Walworth quality bronze valves have 
an aluminum identification plate on top of 
the handwheel, as shown, for the conveni- 
ence of the user. Order money saving 
Walworth valves through your local jobber. 










VALVES 
FITTINGS 
and TOOLS 


Backed by 
98 Years’ Service 





DISTRIBUTORS IN PRINCIPAL 
CENTERS THROUGHOUT THE WORLD 


WALWORTH COMPANY 
60 EAST 42nd STREET, NEW YORK 








































A 
COMPLETE LINE 


The SHERWOOD Line is 
complete. In it there is 
a ball cock for every re 
quirement 
a wide price range. In 
each you'll! find the 
characteristic SHER- 
WOOD quality which 
made this line fa 
mous throughout the 
plumbing trade. 


available in 


nas 
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ERE... on the drafting 
board ... is where 
SHERWOOD perfection 
begins! From its inception 
at this point, to the finished 
product, each SHER- 
WOOD Ball Cock has been 
designed with the profit 
objectives of the plumber 
who installs it borne up- 








SHERWOOD 


No. 77 


the ball cock 
that's made for the cus- 
tomer who wants noth- 
ing but the best and 
who is willing to pay 
the difference in 
price. Embodies the 
well-known SHER- 
WOOD Hush Tube 
that reduces the 
flush to a whis- 
per. Allows you 
an extra margin 

of profit! 


permost in mind. 


That's why you can assure your customers con- 
tinuous satisfaction with SHERWOOD Ball Cocks! 
That's why, unlike ordinary flushing devices, 
SHERWOODS offer your customers complete free- 
dom from whistling, gushing, gurgling and sim- 
ilar household annoyances. That's why SHER- 
WOODS are available to meet every ball cock 
requirement. 


Thus you gain the confidence of your customers 
and, aside from the direct profit from each SHER- 
WOOD installation, you are placed in an ideal 
position to develop additional profitable plumb- 
ing business. Try it! Order a stock of SHER- 
WOOD Ball Cocks from your jobber today. 


SHERWOOD Brass Works 


6331 EAST JEFFERSON AVENUE, DETROIT 
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